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Abstract 


This document describes the installation, operation, features and models of the 
3174. It is intended for systems engineers and customer personnel who are 
installing the 3174 Establishment Controller. A knowledge of the 3270 
Information Display System is assumed. 


The information contained in this document is based on installation experience 
at the IBM International Technical Support Center, Raleigh. 


CSYS (380 pages) 


© Copyright IBM Corp. 1986, 1991 | ee Vv 


vi 


31 74 Installation Guide 





Acknowledgements 


The authors of this document are: 


Paul Simmonds, IBM Australia 
Kevin Webb, IBM United Kingdom 


The advisor for this project was: 


Penny Frisbie, International Technical Support Center, Raleigh 


Thanks to the following for their input in earlier releases: 
Friedrich Ashauer, IBM Germany 

Terry Muldoon, IBM United Kingdom 

Katiuska Perez, IBM Venezuela 

Andrew Slim, IBM United Kingdom 


Thanks also to the following for their support and help with this project: 


Gail Wojton, International Technical Support Center, Raleigh 


© Copyright IBM Corp. 1986, 1991 | 7 a vii 


3174 Installation Guide 





Preface 


This document provides an introduction to the IBM 3174 Establishment 
Controller. It describes the main components of the machine and microcode 
with emphasis on new features. 


This edition is the result of several residencies at the ITSC Raleigh. Much of 
the content results directly from installing and testing different configurations of 
the 3174. 


This document has been written for systems engineers and technical members 
of customer organizations involved in the installation, customization and 
maintenance of the IBM 3174 Establishment Controller. 


A very basic knowledge of IBM 3270 Information Display System has been 
assumed. 
The document is organized as follows: 

1. Introduction to the IBM 3174 Establishment Controller 


This chapter offers a brief history of the evolution of the 3174 Controller 
from the first 3274 Control Unit up to the current range of machines. The 
various models available and the features, both hardware and microcode 
are introduced. | 


2. Pre-Installation Planning 


This chapter discusses the several tasks that when completed prior to 
installation of the 3174, contribute to the smooth installation of the 
controller. 


3. Installation 


This chapter discusses the physical installation of the IBM 3174 
Establishment Controller hardware. 


4. Microcode and Customization 


This chapter describes the 3174 microcode and discusses its customization 
and installation. 


5. The Token-Ring attaching models of the IBM 3174. 


This chapter covers the 3174 attached to a Token-Ring Network and 
presents such topics as performance, connectivity, customization, 
backup/recovery and considerations when installing them in different 
environments such as VM/SP, MVS and VSE. 


6. 3174 X.25 Support 


Major aspects concerned with the 3174 working in a X.25 environment are 
documented here. Different scenarios of the 3174 with X.25 support are 
presented to the user. 
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10. 


11. 


12. 


13. 


. Asynchronous Emulation Adapter (AEA) 


This chapter describes the installation and customization of the 3174 AEA. 


. ESCON 


This chapter describes the new Enterprise Systems Connection channel 
support for the 3174. 


. Multiple Logical Terminal (MLT) 


The customization of MLT including AEA, CCA, Token-Ring and ESCON 
attachments are discussed in this chapter. 


Multi-Host Connectivity 


The functions of the Concurrent Communication Adapter and Single Link 
Multi-Host Support are documented in detail in this chapter. Also included 
are descriptions of the multi-host Token-Ring Gateway and the multi-hast 
X.25 support. 


Connectivity and Customization Examples 


Several scenarios for using the Concurrent Communication Adapter and 
single Link Multi-Host Support are presented here. 


Local Format Storage (LFS) 


This chapter explains LFS and how it can be used to improve line 
performance. 


Network Management 


Facilities such as Network Asset Management and Central Site Control 
Facility (CSCF) are discussed in this chapter. 


And the following appendixes: 
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Appendix A - IBM 3174 Controller Adapters 
Appendix B - 3174 Feature Table 

Appendix C - 3174 Specifications 

Appendix D - 3174 Plug Chart 

Appendix E - VTAM APARs for the 3174 Gateway 
Appendix F - Storage Requirement Charts 
Appendix G - NCP and VITAM Examples 


Related Publications 
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GA23-0218 
GA27-3844 
GA27-3862 
GA27-3853 
GA27-3863 
GA23-0342 


GA27-3868 


GA23-0119 
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GA27-3874 
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GA27-3872 
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1. Introduction to the IBM 3174 Establishment Controller 


The IBM 3174 Establishment Controller is the most fundamental component of 
the 3270 family of products. It connects the user’s terminal (either a display 
station, a printer, a PC or PS/2) to a host computer. The number and type of 
connections is growing with each new release of the 3174 Controller. Today, 
the 3174 Controller can participate in SNA, BSC, X.25, Token-Ring and ASCII 
networks. 


It is the intention of this publication to describe the 3174’s features and 
functions and to assist the reader in installing and implementing the product 
effectively. 


This introduction provides a brief history of the 3270 family of products and the 
3174 Controller. The overview includes descriptions of: 


e The different models of the 3174 
e Host and terminal attachment 

e 3174 features 

e Microcode 

e Network management 


e National Language Support including CECP. 


1.1. History of the IBM 3270 Family of Products 


The 3270 family has been with us now for nearly 20 years. In this time there 
were only two major changes to the basic design of the control unit: the change 
from the original 3271/2 control units to the NDS or New Display System 3274 
and then, the change from 3274 to 3174. However, since the introduction of the 
3174, there have been many changes to the communications environment and 
you will see that, in response, there are many more developments in the 3174 
than in both its predecessors together. 


1.1.1 3271/2 
The 3271/2 controllers were introduced in 1971. The 3271 was a remote 
controller supporting BSC at speeds up to 9600 bps. (A later model had SNA 
Support as a PU T1.) The 3272 was for S/370 channel attachment. 


They each supported a maximum of 32 devices, typically a mixture of 3277 
display stations and 3284 or 3286 printers. 


These controllers were hard wired; that is, all the logic was coded in hardware 
on cards inside the machine. This made them very fast to start up; you could 
simply turn them on and they were ready. However it was a major problem to 
add new features. Invariably this required hardware changes such as card 
replacement and rewiring, which was both time consuming and inconvenient. 
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1.1.2 3274 | | 
| To get around this problem, IBM introduced the customizable 3274 in 1977. It 
was a radical change from the 3271/2 in that it was designed around an internal 
processor programmed with microcode. The microcode was then tailored by 
the user to support the growing number of new features that this technology 
made available. 


Terminals introduced with the 3274 included the first color display, the IBM 
3279. This was originally a four-color screen, but with the introduction of the 
32/70 extended data stream, it became possible to deliver seven colors with 
highlighting and graphics. 


The 3274 family of terminals included the 3278 monochrome display station, the 
3279 color display station and a range of printers, including the 3287. These are 
sometimes referred to as Type A terminals to differentiate them from the 3271/2 
terminals (Type B), which used a different coax protocol. 


The 3274 developed over time to support features including: 
e V.24 support up to 14.4 Kbps 
e V.35 support up to 56 Kbps 
e X.25 support 
e DFT support 
e 3299 multiplexer 
e RPQs including: 


— Entry Assist 
— Dual logic (the ability to have two sessions from a CUT mode device) 


3274 models included a small 8-port remote model as well as the 32-port local 
and remote models. 


1.1.3 3174 
The development of new technology such as faster internal processors and 
smaller packaging led to the introduction of the 3174 Subsystem Controller in 
1986. The 3174 was designed to enhance the 3270 product line with many new 
connectivity options and features. Like the 3274, it was customizable, but it 
used smaller (5.25 inch) diskettes and the process was simplified and made 
considerably faster. 


The packaging of the 3174 enabled the installation of many new features such 
as Token-Ring and Asynchronous Emulation Adapters. 

New terminais were smailier, tignter ana incorporated better ergonomic design. 
Image support was now available using the 3193 “portrait” monitor. 


1.1.3.1 3174 Establishment Controller 
In 1989, IBM introduced a new range of 3174 models, with a change in name 
from “Subsystem Controller” to “Establishment Controller.” This name change 
reflects the expanded connectivity options now available on the 3174. The 
requirement being focused on is the ability to achieve “any-to-any” 
communications. : 


2 3174 Installation Guide 


The new models provided increased internal processor speed, 2MB of base 
memory (twice that of the previous model) and a 2.4MB diskette drive. The new 
diskette drive was included because the microcode to support the new 
connectivity options was growing larger than the existing 1.2MB drives could 
sustain. 


The present 3174 models include the Tokenway *, a small remote Token-Ring 
Gateway and now a rack-mountable 3174 for locations where larger numbers of 
terminals need to be attached. 


New features include: 


¢ Concurrent Communications Adapters (CCA), which allow additional SNA or 
BSC hosts to physically attach to a single 3174 

¢ 64 coax port capability 

e 32 port 3299 multiplexer 

e $/390 host attachment over Enterprise Systems Connection Channels using 
optical fiber cable 


and others, which will be described in more detail in the remainder of this 
publication. 


1.2 3174 Models 


Until the 1989 announcements, the range of 3174 Subsystem Controller models 
was: 


e O1L, O1R, O2R, O38R, 51R, 52R, 53R, 81R, 82R. 
In 1989 IBM announced the IBM 3174 “Establishment Controllers” comprising 
the following models: 

e 11L,11R, 12R, 13R, 61R, 62R, 63R, 91R, 92R. 


These models supersede each of the original 3174 models and offer a higher 
throughput, more base storage and support for a total of 6MB of storage for the 
larger models. 


They are designed and built with state-of-the-art CMOS technology and with 
Very Large Scale Integration (VLSI) circuitry. This new technology design 
produces advantages of smaller size, faster circuitry, less power, additional 
control storage capacity, and allows for growth. 

In 1990, six more models were added: 


« SOR (Tokenway), 21R, 21L, 12L, 22L, and 23R. 
Let’s look at the characteristics and capabilities of these models now. 
Note that they all have a suffix, either “R” or “L.” The “R” models are remote 
and the “L” models are local. This describes the base machine host 
attachment as being either network attached (SDLC, BSC, X.25 or Token-Ring) 
or directly attached to the host (S/370 channel or ESCON). 


All 3174s are housed in one of four cabinet types. These are: 
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e Large floor standing models. These are models OXX and 1XX. They have 
the capability of supporting up to 64 coax ports (with the port expansion 
feature), 24 asynchronous ports, two additional host communication 
adapters (CCAs) and a Token-Ring gateway. 


e The rack-mounted models. These are the models beginning with “2.” They 
are equivalent to the large 1XX models, but the packaging has been 
compressed to make them fit in a rack. They are only 10 inches (254 mm) 
high. These models have only five expansion slots available for adding 
extra features. (The 22L and 23R have only four expansion slots.) They 
support the same attachments as the large models but, due to the limited 
slots, not all at once. | 


Having said that however, there are not many customers who do configure 
all features on a 3174, and so this model may be adequate for most 
situations. 


e Medium sized desk top models. Models 5XX or 6XX can support 9 to 16 
coax devices and, depending on the specific model type, one or a 
combination of the following: 


— Asynchronous adapter 
— Token-Ring gateway 
— Concurrent Communications Adapter (two on some models). 


e Small table top models 8XX or 9XX. These models attach between 4 and 8 
coax devices. The 9OR is a Token-Ring Gateway. They do not support the 
Asynchronous Emulation Adapter or Concurrent Communications Adapters 


1.3 Attachment Description 


1.3.1 Host Attachments 


There are three basic methods of physically attaching the 3174 to the host: 


e Local - models 1L, 11L and 21L for the S/370 channel and models 12L and 
22L for the S/390 ESCON channel. 


¢ Communications Link - models X1R or 9OR for V.24 or V.35 interfaces and 
models X2R for X.21 interfaces. 


e Token-Ring - models X3R. 


1.3.1.1 Local Channel Attach © 


The 3174 Models O1L, 11L, and 21L have Data-Chaining Interlocked, High Speed 
Transfer, and Data Streaming channel operational modes. This provides 
channel data rates up to 1.0, 1.25, and 2.5 megabytes per second, respectively. 


The 3174 models 12L and 22L attach to the host via the ESCON optical fiber 
channel. This channel is capable of attaching the 3174 to up to eight different 
physical hosts via the ESCON director at distances of up to 5.4 miles (9 km) in 
three stages. Performance of the 3174 Controller over ESCON is comparable to 
that of a S/370 channel. 
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1.3.1.2 Remote Link Attach 
The 3174 remote attach models provide improved communications capabilities. 
The base communications hardware will provide the following interfaces as 
applicable to the 3174 model selected. Communication protocol (SDLC, BSC, or 
X.25) is selectable in the customizing procedure. 


e Model 1R, 11R, 21R, Model 51R, 61R and Model 81R, 9OR, 91R - EIA 
RS-232C/CCITT V.24 and CCITT V.35 interfaces for SNA/SDLC, BSC, or X.25 
remote link attachment. For operation up to a maximum speed of 19.2 Kbps 
for BSC, 64 Kbps for X.25 and 64 Kbps for SNA/SDLC. 


e Model 2R, 12R, Model 52R, 62R and Model 82R, 92R - X.21 interface (CCITT 
V.11) for SNA/SDLC or X.25 remote link attachment. For operation up to a 
maximum speed of 64 Kbps for SNA/SDLC. 


1.3.1.3  Token-Ring Attach 
The IBM 3174 Models X3R provide host attachment via the IBM Token-Ring 
Network. They have a Token-Ring Adapter for the primary host connection. 
Given that the ring may operate at speeds up 16 Mbps, they provide a good 
solution for those users who need fast response time in both local and remote 
locations. The host gateway may. include one the following: 


° 3745, 3720 or 3725 Communications Controller fitted with a TIC or 
Token-Ring Interface Coupler and running the ACF/NCP facility called NTRI 
(NCP Token-Ring Interconnect). 


Notes: 
1. 3720 and 3725 TIC is limited to 4 Mbps 
2. NCP must be at least Version 4.2 or Version 5 


e A 3174 gateway, a local or remote model fitted with either feature 3025 or 
3026 and running Configuration Support-S or feature 3044 and running 
Configuration Support-B. 


e An IBM 3172 fitted with a Token-Ring Gateway feature and supported in the 
host by ACF/VTAM V3.4. The 3172 can be channel attached or network 
attached via T1 or G.703 and the Model 2 also has announced support for 
FDDI. 


° An IBM. AS/400 with the Token-Ring Gateway feature. 
e An /BM Series/1 with the Token-Ring Gateway feaure. 


1.3.2 Terminal Attachment 
The 3174 offers excellent flexibility for terminal attachment. 3270 terminals or 
workstations emulating a 3270 terminal may be connected via the 3174 Terminal 
Adapter; other devices can be attached over a Token-Ring LAN or via the © 
Asynchronous Emulation Adapter. 


3174 models 1XL, 2XL, 1XR, and 2XR can also have a second terminal adapter 
called the 3270 Port Expansion Feature. 


Terminals are connected either directly to the 3174 or via a multiplexer. There 


are two basic kinds of multiplexer used, the Terminal Multiplexer Adapter or 
TMA and the 3299 Terminal Multiplexer. 
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1.3.2.1 Terminal Multiplexer Adapter 
The TMA is ordered as feature code 43103 on the large and rack-mounted 
3174s. It is a card which plugs into one of the 3174 feature slots. 


A TMA has a short length of coax attached which is plugged into one port of the 
3174 Terminal Adapter. The TMA then provides eight ports for device 
attachment. The 3174 Terminal Adapter can have a maximum of four TMAs 
connected. 


1.3.2.2 3299 
The 3299 is similar to the TMA, but it sits external to the 3174. It is attached to 
the 3174 Terminal Adapter at distances of up to 4920 ft (1500 m). See IBM 3174 
Site Planning for more detail on cable distance limitations. 


There are three availahle models of the 3299: Models 2, 3, and 32. The 3299 
Model 2 and the 3299 Model 3 each attach up to eight devices while the 3299 
Model 32 attaches up to 32 devices and may be attached to the 3174 via an 
optical fiber cable, a coaxial cable, or IBM Cabling System Media. The Model 1 
has been withdrawn. 


Notes: 


1. To use fiber optic cable, a new terminal adapter is required in the 3174; the 
3174 Fiber-Optic Terminal Adapter or FTA. 


2. Fiber connection does not increase the maximum cable distance; what it 
does provide, however, is a very clean signal, which is important where 
3270 devices are being used in environments with high levels of 
electromagnetic noise. 


1.3.2.3 Multiplexer Configurations 
Models 01R, 02R, 03R, 11R, 12L, 12R and 13R: On 3174s without.the port 
expansion feature, 3299s and TMAs may be installed as follows: 


¢ One-to-four IBM 3299 Model 2 or 3299 Model 3 Terminal Multiplexers. 
¢ One-to-four Terminal Multiplexer Adapter optional features (#3103). 


e Any combination (up to four) of the 3299 Model 2 or 3299 Model 3 or TMA 
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e One to three 3299 Model 32 attaching eight devices per multiplexer 


e A combination of any 8-port multiplexers and the 3299-032 to a total of 32 
ports. 


Note: The 3299 Model 32 has to be installed in port 0 of the integrated terminal 
adapter in order to have the maximum 32-port capability. If it is installed in any 
other port it will only be capabie of atiaching eighi terminais. 


The 3270 Port Expansion Feature can only be installed on Models 11L, 11R, 12L, 
12R, 13R, 21R, 22R, 22L, and 23R. 


With the 3270 Port Expansion Feature, multiplexers may be installed as follows: 


e Any combination (up to eight) of the 3299 Terminal Multiplexers and 
Terminal Multiplexer Adapters. 


6 3174 Installation Guide 


* One 3293 Model 32 and any combination (up to four) of the 3299 Model 2 or 
3299 Model 3. 


¢ Two 3299 Model 32s. 


e Devices on ports 27-00 to 27-31 cannot access a host via a CCA. 


Device attachment alternatives (21L, 22L, 21R, 23R): Without the port expansion 
feature, these models can have: 


e Any combination (up to four) of Terminal Multiplexer Adapters and/or 3299 
Model 2 or 3299 Model 3 for a total of 32 ports 


° One 3299 Model 32 for a total of 32 ports. 


With the port expansion feature, they may be configured as follows: 


¢ One 3299 Model 32 multiplexer with any combination (up to three) of 
Terminal Multiplexer Adapters and or 3299 Model 2 or 3299 Model 3 for a 
total of 56 ports or 


e Two 3299 Model 32s for 64 ports. 


Note: Two 3299 Model 32 multiplexers are required to access 64 ports. One 
3299 Model 32 with combinations of Terminal Multiplexer Adapters and 8-port 
3299s can only access 56 ports. The Terminal Multiplexer Adapters and 8-port 
3299s must be removed and a 3299 Model 32 installed to access ports 57-63. 


Models 51R, 52R,53R, 61R, 62R and 63R: The medium cluster control units 
(Models 51R/61R, 52R/62R, & 53R/63R) have similar attachment flexibility, but 
with a maximum attachment capability of sixteen terminals. A base control unit 
has an integrated nine-port terminal adapter which permits up to nine terminals 
to be directly attached, or by using one of the following, up to a maximum of 16 
terminals can be attached: 


e Two 8-port 3299 Terminal Multiplexers 


e One 8-port 3299 Terminal Multiplexer and connecting up to eight ports 
directly. 


Models 81R, 82R, 90R, 91R and 92R: The small control unit (Models 81R, 82R, 
SOR, 91R and 92R) have a maximum attachment capability of eight terminals. 
The base control unit provides an integrated four-port terminal adapter which 
permit up to four terminals to be directly attached, or using an 8-port 3299 
Terminal Multiplexer attached to port 0, a maximum of eight terminals can be 
attached, in this case remaining ports of the control unit are disabled. 


1.3.2.4 IBM Cabling System 
When using the 3174 with IBM Cabling System data-grade media, cabling to 
terminals is via direct attachment to the IBM Cabling System media. A balun 
cable assembly is not required at the control unit end of the cable. Attached | 
devices may still need baluns at their end. 
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1.4 Features 


A base 3174 Controller comes with a minimum configuration of features as 
described in Table 1. In some cases, machines shown with 2.4 MB diskette 
drives, may have actually been delivered with 1.2 MB drives during the 
introduction of the new models. This would have occurred if the machine was 
ordered with Configuration Support-A. These drives will be upgraded to 2.4 MB 
when and if Configuration Support-B is ordered. 


Table 1. 3174 Basic Machine Configuration 


| 42L and 2 MB 294MB © 
OL 


11R and 2 MB 2.4 MB 
21R 


0 


13R and 2 MB 2.4 MB 
23R 


R 
R 
R 
R 
R 
R 
R 
R 
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12 
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54 
64 2.4 MB 
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1.4.1 Hardware Features 
The following hardware features are optional features 


1.4.1.1 3270 Port Expansion Feature (feature 3100) 
This feature is applicable to 3174 Controller Models 11L, 12L, 12R, 13R, 21L, 
21R, and 23R. It allows these controllers to support 32 additional 3270 devices 
over coax ports bringing the total number to 64. 


For Models 11L, 11R, 12L, 12R, and 13R, this feature provides a terminal 
adapter and supporting hardware to attach the additional devices. Like the 
base 3174 Terminal Adapter this adapter has four Dual Purpose Connectors 
(DPC), which support attachment of Terminal Multiplexer Adapters or external 
3299s. It can be installed in these models in one of the available feature slots 
(22 or 23). 


For Models 2XX this feature provides a replacement planar board with four 
DPCs. 


see “Multiplexer Configurations” on page 6 for the possible multiplexer 
configurations when using this feature. 


Notes: 


1. The 3270 Port Expansion feature requires Configuration Support-B release 
4. 


2. Devices on ports 27-00 to 27-31 cannot access a host via a CCA. 


1.4.1.2 Terminal Multiplexer Adapter (feature 3103) 


see “Terminal Multiplexer Adapter” on page 6. 


1.4.1.3 3174 Fiber-Optic Terminal Adapter (feature 3110) 
The 3174 Fiber-Optic Terminal Adapter provides the ability to attach a 3299 
Model 32 to the 3174 Models 1XX, and 2XX via 62.5/125 micron fiber-optic media 
at a distance of up to 1,500 meters (4,920 ft). It can also be used with 100/140 
micron and 50/125 micron fiber-optic cable. 


The 3174 Fiber-Optic Terminal Adapter is a card that attaches to the 3174 
Terminal Adapter or to the Port Expansion feature (feature 3100) card via a 
short coaxial cable in a similar way to the Terminal Multiplexer Adapter. If 
attached to port “O,” it allows the 3299 Model 32 to support the full 32 terminals. 


The maximum number of 3174 Fiber-Optic Terminal Adapters in any one 
controller is: 


e Three for 3174 Model 11L, 11R, 12L, 12R, and 13R without 3270 Port 
Expansion Feature. 


e Six for 3174 Model 11L, 11R, 12L, 12R, and 13R with 3270 Port Expansion 
Feature. 


e Three for 3174 Model 21L, 21R, 23R and 22L with or without 3270 Port 
Expansion Feature. 


This feature does not extend the 3174 Controller’s ability to support more ports, 
(thirty-two without 3270 Port Expansion Feature, sixty-four with) but support for 
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multiple 3174 Fiber-Optic Terminal Adapters allows multiple 3299 Model 32s to 
be connected to a 3174 via fiber-optic cable. When the 3174 Fiber-Optic 
Terminal Adapter is connected to a port on the 3174 Terminal Adapter or Port 
Expansion other than port “0,” only the first eight ports (0-7) on the attached 
3299 Model 32 are active. You may choose to do this if you have eight or less 
terminals to install in electrically or magnetically “noisy” environments where 
coaxial cable may not shield the data signals sufficiently. The prerequisite 
microcode releases for 3174 Fiber-Optic Terminal Adapter support are: 


e Configuration Support-B release 3.0 or later 


¢ Configuration Support-A release 5.3 or later 


Each 3174 Fiber-Optic Terminal Adapter requires one available 3174 feature 
slot. Planning information for determining fiber-optic drive distances is supplied 
in IBM 3299 Model 032 Planning for Optical Fiber Cable, GA27-3902. 


1.4.1.4 IBM 3174 Token-Ring Gateway 
There are two features currently available for providing a 3174 Token-Ring 
Gateway; feature 3026 and feature 3044. Both run at 4 or 16 Mbps. The 4 Mbps 
adapter, feature 3025, should no longer be ordered. 


Feature 3026 is available for machines with the base microcode Configuration 
Support-A and it includes Configuration Support-S microcode. 


Feature 3044 requires Configuration Support-B to operate as a gateway. We 
recommend that you use Configuration Support-B where possible as it is 
functionally richer than Configuration Support-S as explained below. 


See “3174 Gateways” on page 60 for a full description of 3174 Token-Ring 
Gateway implementation. 


IBM Token-Ring Network 3270 Gateway (feature 3026): This feature comprises 
the Licensed Internal Code, Configuration Support-S Release 5, the Type 3A 
Dual Speed 16/4 Mbps Token-Ring Adapter and a token-ring adapter cable. The 
“Early Token Release” function and larger I-Frame sizes on the token-ring are 
supported with this feature. The transmission speed is a customization option. 


This optional feature, IBM Token-Ring Network 3270 Gateway is available for 
3174 Controller local models X1L and X2L and for remote models X1R, X2R, but 
not the 8XX or 9XX range. 


LAN workstations attached to the same Token-Ring as the 3174 gateway can 
coexist and operate concurrently with this feature. The IBM Token-Ring 
Network 3270 Gateway feature will not participate in, and will not be an inhibitor 
to, communications that occur on devices locally attached to the 3174, such as 


i tral tn tha Ta eemsntn ntl Aaa nte = 
terminals connected to ine Terminal Adapter. 


If you are upgrading the 3174 to Configuration Support-B, feature 3026 will 
function the same as feature 3044. 
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1.4.1.5 Dual Speed (16/4) Communications - Alternate IML/Gateway (feature 3044) 
If you are installing a 3174 Controller with Configuration Support-B, then this is 
the gateway you should be using. It costs less than feature 3026 (although 
more storage is required to run Configuration Support-B) and it provides more 
function. 


Feature 3044 can be used with Configuration Support-A as an alternate 
configuration. This is described in “Backup Communication Adapter (Alternate 
IML)” on page 12. 


With Configuration Support-B, feature 3044 provides all the function of feature 
3026 plus: 


e Group polling 

e Single Link Multi-Host support 

e Support for 250 DSPUs 

¢ Peer RPQ support 

e 72.1 RPQ support 

e 8KB RUSIZE (Models 12L and 22L only). 


1.4.1.6 Second Diskette Drive (2.4 MB) (feature 1048) 
A second 5.25-inch diskette drive with 1.2/2.4MB capacity is available as an 
optional feature. The usable capacity depends on the Microcode Level installed. 
2.4MB capacity is available with “Licensed Internal Code” (LIC) “B” only. It is 
required for down-loading operational microcode to DSL (Down Stream Load) 
devices including: | 


¢ The graphics models of the IBM 3179*, 3192*, and the 3472* display stations 
e The 3193* Image Display Station 
e The 3290* Display Panel. 


It is also required for down-loading operational microcode to the Asynchronous 
Emulation Adapter optional feature (feature 3020), for a full diskette copy and for 
the Central Site Customization (CSC) and Central Site Change Management 
(CSCM) functions, provided there is no fixed disk installed. 


While it is possible to use most offline diskette procedures without the optional 
second diskette drive, there are some that require it, see “Offline Microcode 
Utilities” on page 26. Although not required, having the optional second 
diskette drive reduces diskette swapping when customizing a 3174 and when 
running most offline diskette utility procedures. 


The 3174 Models 81R, 82R, 90R, 91R and 92R do not support the second diskette 
drive. 


1.4.1.7 Second Diskette Drive (1.2 MB) (feature 1046) 
This optional feature has the same functions as feature 1048 but half the 
capacity and is supported by all microcode levels. 


The 3174 Models 81R, 82R, 90R, 91R and 92R do not support the second diskette 
drive. | 


1. Introduction to the IBM 3174 Establishment Controller 11 


1.4.1.8 Fixed Disk Drive (20 MB) (feature 1056) 
This optional feature has the same functions as the additional diskette drives 
but a significantly higher capacity and is supported by all current Microcode 
Levels. 


The 3174 Models 81R, 82R, 90R, 91R and 92R do not support the fixed disk 
drive. 


1.4.1.9 Storage Expansion 
The capacity of the functional storage of the 3174 establishment controllers can 
be expanded by the following optional features: 


e feature 1012 1 MB Storage expansion 
e feature 1014 2 MB Storage expansion 
e feature 1016 4 MB Storage expansion. 


storage expansion for the new models 2XX and 6XX plug directly into the 
planar board. That avoids occupation of an adapter slot. 


The 3174 Models 81R, 82R, 90R, 91R and 92R do not support any storage 
expansion. 


1.41.10 Backup Communication Adapter (Alternate IML) 
If the primary host link - inherent to the model - fails, a backup link can be 
established. A pre-customized control disk must be loaded by IML and one of 
the following optional backup adapters must be activated: 


e Feature 3040 Type 1 Teleprocessing Communication Adapter (V.24) 
e Feature 3041 Type 1 Teleprocessing Communication Adapter (V.35) 


e Feature 3042 Type 1 Teleprocessing Communication Adapter (V.35) (France 
only) 


e Feature 3043 Type 2 Teleprocessing Communication Adapter (X.21) 
e Feature 3044 Type 3A Dual Speed 16/4 Mbps Token-Ring Adapter. 


Feature 3044 also supports the “Early Token Release” function and larger 
l-Frame sizes on the token-ring. 


In conjunction with Configuration Support-B this feature can be used for the 
Token Ring Gateway Function. See “Dual Speed (16/4) Communications - 
Alternate IML/Gateway (feature 3044)” on page 11. 


The 3174 Models 81R, 82R, 90R, 91R and 92R cannot have a backup adapter 
installed. 


1.4.1.11 Concurrent Communication Adapter (CCA) 
Depending on the 3174 model, one or two of these optional features can be 
installed. In addition to the primary host link adapter, which is inherent to the 
model, a second or third adapter with the same or different host link protocols 
as the primary adapter (SNA/non-SNA channel attach, BSC, SDLC, X.25 or 
Token-Ring) can be installed. 
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Each CCA provides an additional 3174 controller appearance in a single 3174. 
This is accomplished by having a separate microprocessor, control storage and 
communications interface. 


If a CCA is installed and the 3174 is customized for it, direct attached 3270 
displays Can access multiple hosts. Up to five MLT sessions can be spread over 
the primary adapter and the CCAs. The adapters for the different TP interfaces 
have the following feature codes: 


e #3050 Type 1 Concurrent Communication Adapter (V.24/V.28) 

¢ #3051 Type 1 Concurrent Communication Adapter (V.35) 

e #3052 Type 1 Concurrent Communication Adapter (V.35) (France only) 
e #3053 Type 2 Concurrent Communication Adapter (X.21/V.11). 


Maximum number of CCAs: 


2 for models OXX, 1XX, 2XX 
1 for model 51R 

none for models 52R, 53R 

2 for models 61R, 62R 

1 for model 63R 

none for models 8XR, 9XR. 


Up to 64 Kbps are supported by these adapters for SNA/SDLC and X.25 line 
protocols. Up to 19.2 Kbps are supported by these adapters for BSC line 
protocol. 


Corequisite for these adapter types is Licensed Internal Code B. 


The CCA cannot be used as a host connection for devices attached to the 3270 
Port Expansion Feature #3100. 


1.4.1.12 ASCII Support | 
For additional information, see “Asynchronous Emulation Adapter {AEA)” on 
page 15/7. 


General Description: The Asynchronous Emulation Adapter (feature 3020) 
provides facilities to handle ASCII communications. 3270 emulation from ASCII 
displays and printers as well as ASCII emulation from 3270 devices is possible. 


This feature consists of an adapter card and microcode. An auxiliary DSL 
diskette with microcode for the adapter is distributed with the hardware. 


This feature can coexist only with the IBM Token-Ring Network 3270 Gateway 
feature 3026 installed on a 1XX, 2XX, or 6XX Model. This coexistence also 
requires that Configuration Support-S Release 5 or Configuration Support-B be 
installed. This feature cannot be installed in the 3174 Models 53R, 81R, 82R, 
SOR, 91R or 92R. 


The second diskette drive feature or a fixed disk is a prerequisite for this 
feature in order that it may download operational microcode. 


Asynchronous Emulation Adapter Description: Each adapter provides eight 
ASCII ports. 
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3174 Models OXX, and 1XX can each have up to three adapters providing up to 
24 ports. 


3174 Models 2XX can each have up to three adapters providing up to 24 ports 
(expansion slots permitting). Models 51/61R and 52/62R can have one adapter, 
providing up to eight ports. These ports are in addition to the maximum 
available on SNA control units. The number of device addresses supported by 
non-SNA controllers is not expanded above 32. 


The adapter supports full-duplex, character-mode, asynchronous transmission 
of seven-bit ASCII data with parity. Odd, even, mark, space, and no-parity 
encoding are supported. 


In addition, with Configuration Support-B Release 2, 8-bit ASCII characters are. 
Supported. 


Ports are configurable in any combination of ASCII Terminal Emulation, 3270 
Terminal Emulation, or ASCII Pass-Through. 


Each port provides an EIA RS-232D electrical interface, and supports 
transmission speeds of-300 to 19.2 Kbps via modems over switched or. 
non-switched communications facilities or via direct connection, without 
modems. 


1.4.1.13 Serial OEM Interface (SOEMI) 
A Serial OEM Interface (SOEMI) is a base function for a non-SNA 3174 Model 
O1L, 11L, 21L, 12L or 22L that extends the attachment capabilities to a variety of 
industry devices of independent manufacturers for engineering, scientific and 
manufacturing environments. A protocol based on structured fields (extended 
Data Stream) provides the user programming flexibility. 


Other OEM Adapters Attachment of instrumentation, measurement and control, 
and other equipment can be provided via OEM adapters that provide 
appropriate conversion and control functions to industry standard bus interfaces 
such as IEEE 488, IEEE 696, IEEE 796, etc. Applications such as controlling and 
measurement, robotics, process control, voice synthesis/recognition, medical 
applications and many others could then be implemented via the SOEMI 
support. 


1.4.2 Microcode Features 
Many of the features and functions of the 3174 are implemented in microcode; 
that is, no extra hardware is required to use them. Some of these features are 
described here. 


1.4.2.1 Response Time Monitor 
A response time monitor is built into the 3174. It provides for enhanced 
network management by permitting the accurate measurement and recording of 
transaction times between an inbound host attention (AID) and a user defined 
transaction end. 


The data is collected in the 3174 and either viewed locally or retrieved by a host 
program such as NetView* Session Monitor for analysis. 
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1.4.2.2 Entry Assist 


Entry Assist provides display units attached to the 3174 Controller in CUT mode 
limited local format, entry and edit control. Some DFT mode workstations such 
as the 3179-G, 3192-G and the 3472-G, provide entry assist as part of their base 
function. 
Entry Assist used with a full screen editor can be used to: 

¢ Set margins 

°e Set tabs 

¢ Sound the audible alarm when typing reaches the end of the line 

e Wrap words to the next line automatically 

e Delete words 

e |ndicate cursor position. 


For more details on using Entry Assist, see GA23-0119 /BM 3270 Entry Assist 
User’s Guide . 


1.4.2.3 Type Ahead 


1.4.2.4 Null/Space 


The Type Ahead function allows keystroke entry while the keyboard is locked 
from a previous transaction such as a host I/O or a printer busy condition. 

Type Ahead is enabled by default during 3174 customization and is available for 
both 3270 CUT mode and ASCII terminals. When enabled, up to 50 keystrokes 
can be stacked while the keyboard is locked. 


If you fill the queue, the queue full indicator comes on. This is reset after a 
host I/O occurs and the queue is processed. 


Type Ahead is available on Configuration Support-B Release 2 or later. 


Processing 

There are two things that often annoy people who are editing text on 3270 
displays. One is the situation where you are keying in data in the middle of the 
screen, you press enter and all the characters you carefully positioned are 
returned compressed against the left margin of the screen. The second is 
when you are trying to insert characters into a line with spaces at the end and 
you have to move the cursor to the end of the line to do an EOF on the spaces 
and then move the cursor back to where you want to insert. Both these 
Situations arise because 3270 treats space characters differently from nulls. 


In the 3270 data stream, a null is X’00’ and a space is X’40’. They both appear 
on a screen as blank but the space occupies a position on the screen whereas 
the null does not. Null/space processing can be used to turn nulls into spaces 
for host transmission when the null precedes a character within an entry field 
on the screen. A null to space conversion is performed in field positions 
preceding the cursor as soon as the field is modified. That solves the first 
problem. The second problem is also addressed. With null/space processing, 
the blanks at the end of the line can be either nulls or spaces; insert will work 
either way. | 
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Null/space processing can be turned on or off by the user of any terminal (or 
logical terminal). It is toggled on or off by pressing the “ExSel” key followed by 
the Null/Space Processing key (the “N” key on most keyboards). 


Null/space processing is available on Configuration Support-B release 2 or later 
for use on CUT mode or ASCII terminals. 


1.4.2.5 Single Link Multi-Host Support 


With this microcode-only function up to eight hosts can be accessed from the 
3174 Controller’s primary host connection in any of the following configurations: 


e A 3174 with a Token-Ring Adapter configured as a downstream PU and 
communicating over a Token-Ring through multiple gateways. 


¢ The ESCON adapter and then via the ESCON director to multiple local SNA 
hosts. 


e An X.25 link with multiple hosts defined on different switched virtual circuits. 
Using MLT support, it is possible to define up to five of these hosts to any one 
terminal on the 3174 Controller and the user may then hot-key between them. 


Note: The hosts defined for each terminal are statically defined. A new 
customization is required to change them. 


1.4.2.6 Remote Gateway Group Poll 


The remote token-ring gateway and all attached DSPUs can be polled with a 
single poll using this function. Previously they had to be individually polled 
which limited the performance of the gateway. Under group poll, whenever 
input is pending from a token-ring attached device the gateway responds 
positively to that poll. In this way long polling lists are avoided within the NCP 
(improving NCP performance) and the number of unproductive polls is 
significantly reduced on the line. This in turn shortens the response times for 
the DSPUs or allows more DSPUs to be attached to the remote token-ring. See 
“Group Poll” on page 91 for more detail. To support group polling, NCP must 
be at V4.3.2 or V5.3 or later. (Alternately, a PTF can be applied to V4.3.1 or 
V5.2.1) 


1.4.2.7 Network Asset Management 


This function can be used 


| 
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748 and attached ierminais in the network. 

The 3174 records information about its attached devices every time one is 
powered on while plugged into a 3174 port. The information includes the device 
type and characteristics and on some of the newer terminals, the serial number 


is also available. 


Data can also be entered manually into the 3174 by an operator for record 
keeping. The NAM data is retrieved to NetView in response to an SNA 
command on the SSCP-PU session. 


To support Network Asset Management VTAM V3-R1.1 and NetView R3 for 
MVS/XA, MVS/ESA, VM/SP, VM/XA on the owning host are prerequisite. For 
processing the data gathered by NetView, products like Service Level Reporter 
(SLR), Information Management or other equivalent products are necessary. 
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1.4.2.8 Intelligent Printer Data Stream (IPDS) Support 
Intelligent Printer Data Stream (IPDS) support for the IBM 4224 Printer, and 
future IBM APA (All Points Addressable) printers, is a structured field approach 
to management and control of printer processes and is designed to allow the 
presentation of text, raster images, vector graphics, bar codes and previously 
stored overlays at any point on a page. IPDS commands within the data stream 
also enable the host processor to control media handling, error recovery, and 
the down-loading and management of symbol sets (fonts) and printer stored 
Objects, such as overlays and page segments. The printer can later use these 
stored objects to construct a printed page. IPDS can significantly reduce the 
load on the host processor. 


Printers capable of IPDS are supported by SNA and non-SNA 3174s. 


IPDS depends on programming support outside the the controller. 
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1.4.3 Licensed Internal Code 
There are three different versions of 3174 microcode presently available. These 
versions of microcode are now licensed and will often be referred to as 
“Licensed Internal Code” in 3174 Controller documentation. 


For convenience and understanding, the term 3174 microcode is used more 
often in this document. 


1.4.3.1 Microcode Levels and Releases 
The three versions are: 
1. Configuration Support-A 
2. Configuration Support-S 
3. Configuration Support-B. 
The microcode level is shown on the diskette. For example a Configuration 


Support-B control diskette at release 3 will have the following information 
printed on the label: 


DISKETTE TYPE: 2.4 MB 3174 CONTROL 
LICENSED INTERNAL CODE - PROPERTY OF IBM 


MACHINE 3174 P/N 25F8499 E/C A78832 ML9O222 LVL B3.0 


LVL B3.0 means the diskette is Configuration Support-B and ML90222 means 
the microcode level is as available at Julian date, day 222 of 1990. 


There are certain model dependencies on both the version used and the 
release level. These dependencies are driven by two factors. For backwards 
compatibility, they are driven by the ability of a controller to support enough 
storage to run the latest microcode. And for the newer models, it is the fact that 
the old versions or releases just do not support them. 


The following table, Table 2 on page 19, illustrates these dependencies. 
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Table 2. 3174 Model Dependencies on Microcode Level 
3174 Model LIC level 
O1R O1L O2R 51R All levels 


O3R 53R e All levels of Configuration Support-A 
¢ All levels of Configuration Support-B 
52R ¢ All levels of Configuration Support-A 

e All levels of Configuration Support-S 

81R 82R All levels of Configuration Support-A 


11R 11L 12R 61R 62R e All levels of Configuration Support-B 
e Configuration Support-A Release 5.0 and 
above 
¢« Configuration Support-S Release 5.0 and 
above 


13R 63R 91R 92R | All levels of Configuration Support-B 
e Configuration Support-A Release 5.0 and 
above 
21R 21L 23R 90R | Configuration Support-B Release 2.0 and 
above 
12L 22L Configuration Support-B Release 3.0 and 
above | 


Configuration Support-A: Configuration Support-A is the original microcode 
offered with the 3174 Controller. It provides all of the base functions of the 3174 
and includes support for the following features: 



































« Asynchronous Emulation Adapter (AEA) 
e 2.4 MB diskette drive 
e 20 MB fixed disk 


« Type 1 communications adapter (V.24/V.28 or V.35) used as an alternate 
configuration. 


¢ Type 2 communications adapter (X.21) used as an alternate configuration. 


« Type 3 communications adapter (4 Mb Token-Ring) used.as an alternate 
configuration. 


e Type 3A communications adapter (4/16 Mb Token-Ring) used as an 
alternate configuration. 


e Storage expansion to 4 MB — 

e Central Site Customizing Utility 

¢« Central site change management 

¢ Intelligent Printer Data Stream (IPDS) 
e Multiple Logical Terminals (MLT) 

¢ Country Extended Code Page (CECP) 
e Response Time Monitor (RTM) 

¢ Terminal Multiplexer Adapter (TMA) 
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e Network Asset Management (NAM) 
e Serial Original Equipment Manufacturer Interface (SOEMI) 
e Encrypt/Decrypt. 
The current release of Configuration Support-A is release 5. This is also the 


last release of A. However, microcode fixes and suppor enhancements will be 
made available as Engineering Changes. 


Configuration Support-S: Configuration Support-S is delivered as part of the 
3270 Token-Ring Gateway feature #3026. In the past it was also supplied with 
the 4 Mb gateway #3025. | 


Configuration Support-S includes all the function of Configuration Support-A 
plus the gateway support. Configuration Support-S Release 4 is the last 
planned release of this microcode. 


Configuration Support-B: Concurrent with the announcement of the IBM 3174 
Establishment Controller, IBM also announced Configuration Support-B. 


Configuration Support-B Release 1 included all the features of Configuration 
Support-A and Configuration Support-S except for the Encrypt/Decrypt support, 
the 7232 Dual Control Unit Multiplexer, and Physical Services Header (PSH) 
protocol on X.25 host connections. In addition some new functions were 
included: 


e Storage expansion to 6 MB 

e Concurrent Communication Adapter 

¢ Single Link Multi-Host option 

e Token-ring gateway enhancements including: 


Group Poll 
290 DSPU support. 


Since release 1, there have been three more releases. 


nificant release; it 


Configuration Support-B Release 2: Release 2 was as 
ne g: 


ign 
provided many new functions and feature support includin 
e Local Format Storage 
e Enhancements to AEA including: 


8-bit ASCII support enabling NLS and graphics 
UDT (user defined terminal tables) 
UDX (user defined translate tables) 


e Type-ahead 

e Null/space processing 

e Extended Vital Product Data 
e Remote Console Facility 


e Support for models 21L, 21R and 9OR. 
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Configuration Support-B Release 3: Release 3 offers the following: 
e Enterprise Systems Connection (ESCON) Channel on Models 12L and 22L 
e Support for 3299 Model 32 
e Enhancements to Token-Ring Gateway support including: 


Ability of Token-Ring attached devices to access a host via the CCA 
Full duplex line support for gateway 
8KB RUSIZE for Model 12L and 22L gateways. 


e Multiple host access over X.25 services 


e Support for X.25 1984 


Remote IML via on-line tests (and remote console support). 


Configuration Support-B Release 4: Release 4 offers the following: 
e Support for the 3270 Port Expansion feature 3100 (64-port) 


e Support for 4 MB storage expansion feature providing 6 MB total storage on 
Models 61R, 62R, and 63R. 


Note: 
Configuration Support-B Licensed Internal Code is an optional feature. It 
is available under the following feature codes for the different models: 
e Feature 5010 for models OXX, 1XX, and 2XX 
¢ Feature 5060 for models 51R, 53R, and 6XR 
e Feature 5090 for models 9OR, 91R and 92R. 
Specify codes for microcode: The following “specify codes” are available with 


the microcode levels supporting the current models. They are for use when 
central site customization and distribution of microcode is desired. 


e Feature 9005 Inhibit LIC Shipment 


This specify code blocks the shipment of Licensed Internal Code (LIC) or 
microcode and related documentation with the controller. A Limited 
Function Utility Diskette, which allows no customization is shipped instead. 


You would specify this feature for remote 3174 Controllers to which 
microcode is delivered from a central site, either physically or 
electronically. 


e Feature 9006 Central Site Diskette Distribution Aid 


This specify code identifies the 3174 as the central site controller and 
enables the customer to order all combinations of: 


Configuration support levels 
RPQs 
Downstream Load diskettes. 
This specify code provides automatic shipment of microcode updates. 


¢ Feature 9007 Configuration Support-S Central Site LIC Shipment 
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This specify code is provided to enable the Central Site customer to order 
Configuration Support-S LIC for the Central Site 3174 for customizing - 
purposes only. This Specify code is to be used in conjunction with specify 
code 9006, which identifies the Central Site 3174. This specify code cannot 
be ordered on 3174s that have the inhibit LIC code (9005) or on 3174s that 
are not designated Central Site 3174, with (9006). 


¢ Feature 9008 Central Site Distribution Aid for Models 21L and 21R 


This specify code identifies the Model 21L or 21R as the Central Site 3174. 
When the Model 21L or 21R is the Central Site 3174, only Configuration 
Ssupport-B Release 2 and future releases apply. Therefore, all the apply. 
Therefore, all the 3174s in the distribution network must operate at 
Configuration Support-B Release 2 or beyond. It enables a Central Site 
customer to order the LIC, RPQs, and Downstream Load Device Code for 
the central site 3174. | 


¢ Feature 9009 Central Site Distribution Aid for Models 12L and 22L 


This specify code identifies the Model 12L or 22L as the Central Site 3174. 
When the Model 12L or 22L is the Central Site 3174, only Configuration 
Support-B Release 3 and future releases apply. Therefore, all the 3174s in 
the distribution network must operate at Configuration Support-B Release 3 
or beyond. It enables a Central Site customer to order the LIC, RPQs, and 
Downstream Load Device Code for the central site 3174. 


1.4.3.2 Microcode RPQs 
| An RPQ (Request for Price Quotation) is an alteration or addition to the 
functional capabilities provided by the controller microcode. An RPQ diskette, 
purchased from IBM, can contain up to 30 RPQs. Up to ten RPQs can be 
installed on a 3174 Control diskette. This is done by a process called merge 
RPQ, which is chosen from the 3174 Controller customization panel. 


sometimes an RPQ is in the form of a new set of Control and Utility diskettes. 
some of the RPQs available are described in this section. 


3174 Peer Communication RPQ (8Q0718): The 3174 Peer Communication RPQ 
provides the following function for DOS workstations attached to the 3174 via 
coax ports. 


¢ Peer-to-Peer communications between DOS workstations allowing them to 
form a local area network segment 


e Bridge function to access the IBM Token-Ring network for functions such as 
print/file servers 


e Local management function for problem determination of the LAN segment. 


Together with the co-requisite IBM 3174 Workstation Peer Communication 
Support Program, 5799-PHL (3174 WPCSP) in each DOS workstation, the 3174 
Peer RPQ supports local area network applications such as workstation 
access to file/print servers attached to the 3174 Establishment Controller as 
well as to workstations and servers attached to IBM token-ring LANs. 


Support for local area network applications is provided concurrently with 


support for S/370 host access applications via existing IBM 3270 emulator 
programs. 
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This facility provides peer-to-peer communications among DOS workstations 
connected to the 3174 via IBM 3270 Connection cards or IBM 3278/3279 
Emulation Adapters using wiring media currently supported for 3270 terminal 
attachment. 


The following IBM LAN application programs have been tested for compatibility 
with 3174 Peer Communication: 


e IBM Personal Communications/3270 Version 1.01 (see note 1) 

e IBM PC LAN Program 1.32 

e IBM DOS LAN Requester packaged with the IBM OS/2 LAN Server V1.2 
e IBM Advanced Program to Program Communications/PC 1.11 

¢ IBM 3270 Workstation Program V1.12 

e IBM AS/400 PC Support Version 1 Release 3 (see note 2) 


e IBM PC/Host File Transfer and Terminal Emulator Program (FTTERM) V2.1 
(see note 3). 


Notes: 


1. IBM Personal Communications/3270 supports 3174 Peer Communication 
only when used in a conventional memory environment. Running in 
Expanded Memory Specification (EMS) memory is not supported. 


2. AS/400 PC Support is not supported with 3278/3279 Emulator Adapter P/N 
1602507. 


3. FTTERM is supported’ when communicating with the IBM LAN 
Asynchronous Communications Server (LANACS). 


IBM PC 3270 Emulation Program Entry Level is not compatible with 3174 Peer 
Communication. 


In order for a 3174 Peer Communication device to communicate with an SNA 
host application through the 3174 (all applicable models except the 3174 X3kR), 
the 3174 is configured as a Token-Ring gateway. The Peer Communication 
devices are treated as DSPUs by the host and they are configured as such in 
the gateway. 


Peer devices are not restricted to using the 3174 gateway but may use any 
appropriate gateway. 


Capability is provided for the management of the LAN segment formed by a 
single 3174 controller and the workstations attached to it. These facilities are 
accessed via the online tests in the 3174 which are designed to diagnose and 
solve problems and to permit changes in the configuration of the network. 
These online tests may also be accessed by using Central Site Control Facility 
(CSCF). CSCF allows multiple LAN segments to be centrally managed. Refer 
to IBM 3174 Establishment Controller Peer Communication User’s Guide 
GA27-3887, for more detail. The 3174 Peer RPQ provides approximately one 
fifth (1/5) the aggregate bandwidth of a 4Mb Token-Ring. Response times for 
server/requestor file copy functions will be equal to or better than response 
times for devices attached to a 3174 Model 11L, running Workstation 
Program Version 1.x. in file transfer mode with a SNA host. Response time will 
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vary with the amount of data being transferred, the location of the 
server/requestor in the configuration, and the 3174 system load. 


This RPQ is intended for customers who require both host interactive access 
and IBM Token-Ring connectivity for programmable DOS workstations, and who 
have existing 3270 wiring to the workstation, and have not rewired (or cannot 
rewire) the workstation location to the IBM Cabling System and an IBM 
Token-Ring Network. 


For customers with existing 3270 wiring, this RPQ provides a complementary 
LAN alternative to IBM Token-Ring. It also provides a migration path for 3270 
customers evolving from a computing environment that is exclusively host 
interactive, to an environment that also includes LAN capability. 


There are several significant differences between 3174 Peer Communication 
Support and a Token-Ring LAN ihai snouid De undersiood. For exampie, ithe 
3174 Peer Communication support provides a unique MAC layer function. The 
3174 Peer RPQ and the 3174 WPCSP together allow the 802.2 and NETBIOS 
protocols to operate in the 3174 Peer Communication environment. Any 
application that is specific to the Token-Ring MAC layer (802.5) function, WILL 
NOT operate on the 3174 Peer Communication support. 
The following 3174 Models and token ring features can use this RPQ: 

e 3174 MODEL 01L with FC3026, 3030 or 3044 

¢ 3174 MODEL 01R with FC3026, 3030 or 3044 

¢ 3174 MODEL 02R with FC3026, 3030 or 3044 

¢ 3174 MODEL 03R with FC3030 

¢ 3174 MODEL 11L with FC3026 or 3044 

¢ 3174 MODEL 11R with FC3026 or 3044 

+ 3174 MODEL 12L with FC3044 

e 3174 MODEL 12R with FC3026 or 3044 

° 3174 MODEL 13R and 23R 

e 3174 MODEL 21L with FC3044 

e 3174 MODEL 21R with FC3044 

e 3174 MODEL 22L with FC3044 

¢ 3174 MODEL 51R with FC3026, 3030 or 3044 

¢ 3174 MODEL 53R with FC3030 

e 3174 MODEL 61R with FC3026 or 3044 

e 3174 MODEL 62R with FC3026 or 3044 

e 3174 MODEL 68R. 


Configuration Support-B release 1.1 is required and 150 KB of additional 3174 
storage is needed for the the 3174 Peer Communication RPQ. 


The Peer Communication workstations require: 
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e One of the following computers and respective adapter: 


— IBM PC, PC-XT, PC-AT, and PS/2 Models 25/30/30-286 with the IBM 
3278/3279 Emulation adapter 


— IBM PS/2 Models 50Z/55/60/70/P70/80 with the IBM 3270 Connection 
card 


e IBM DOS 3.3 or 4.0 
e The IBM 3174 Workstation Peer Communication. Support Program 
« 70 KB of memory is required in the computer for the IBM 3174 Workstation 


Peer Communication Support Program. 


T2.1 Gateway RPQ (8Q0800) This RPQ extends the 3174 Token-Ring Gateway 
support to allow LAN attached devices to establish T2.1 and PU 2.0 sessions 
with channel and TP attached hosts.: The T2.1 gateway function parallels the 
existing PU 2.0 support. That is, a logical connection is provided to a LAN 
attached T2.1 node which gives the appearance that the node is directly 
attached to the host. The gateway serves to map either the device subchannel 
addresses or SDLC poll addresses to LAN MAC addresses and vice versa. The 
gateway function has been expanded to handle XID3 transfer between the host 
and the LAN devices. Upon successful completion of the XID3 sequence the 
gateway “opens” the linkstation and enters a passthrough mode for the data 
transfers between the host and devices. Link termination for T2.1 devices is 
dependent on the protocol of the upstream link (SDLC or Channel). Termination 
can occur as a result of host request, device request, or link failure. 


Customization for the T2.1 RPQ will be similar to that of the current gateway 
support. 
Prerequisites 
« Type 3A Dual Speed (16/4) Communication Adapter. 
e Configuration Support-B Licensed Internal Code. 
e Models O1L, 01R, 02R, 51R may require additional storage. 
e For 3174 remote models, VTAM V3R2 or later is required. 
e For 3174 local models with a VM system, VITAM V3R3 its required. 
¢ For 3174 local models with an MVS system, VTAM V3R4 is required. 
e NCP V4R3 is required for 3725. 
e NCP V5R2 is required for 3720 or 3745. 


This RPQ will only operate for link connections made via the Primary 
communication link (TP or Channel) to an SNA host. 


Enhanced Language RPQs: The following enhanced language RPQs which are 
available for the 3174 provide keyboard and (when applicable) bi-directional 
cursor support for 3270 terminals. 


e Arabic-XBASIC (8K1306) 
e Arabic-XCOM2 (8D0312) 
e Belgian (8K1346) 
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Cyrillic (8K1304) 

Greek (8K1303) 
Hebrew-Bulletin (8K1307) 
Hebrew-A (8D0311) 
Icelandic (8K1301) 
ROECE Latin (8K1305) 
Swiss (8K1345) 

Turkish (8K1302) 
Yugoslav (8D0313). 


1.4.3.3 Offline Microcode Utilities 


om OR 


Oifiine procedures are provided to aid in the configuring and managing of 3174 
microcode and to provide offline diagnostic functions. They are invoked from a 
“Master Menu” panel that is displayed on a Control Unit Terminal (CUT) or a 
DFT/E capable device (such as a 3472-G) attached to port 26-00. 3174 offline 
procedures can be used to: 
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Customize the control diskette - provides the ability to: 

— Configure control unit microcode. 

— Define printer authorization matrix. 

— Define devices (Configuration Support B only). 

— Perform Centra! Site Customization for Network Controllers. 
— Media Management. 

— Merge RPQs. 

— Modify keyboards. 


Merge Downstream Load: Provides the ability to merge the microcode 
required by two or more downstream-load terminals, such as the 3290, 
3193, and graphics models of the 3179, 3192 and 3472 display stations on to 
one diskette or fixed disk. Use of this procedure requires an optional 
Diskette Drive or fixed disk drive. 


Copy Files: Through its seven variations, provides a means of duplicating 
diskettes, copying specific data areas, and copying with configuration 
modifications from one control diskette to another. The “Full Copy” and 
“Modify and Copy” options require the second diskette drive feature. This 
feature is not required for the other copy options, but their usage is 
enhanced with it, since the need for diskette swapping is reduced. 


Diagnostics: Provides a full range of offline diagnostics. Diagnostics are 
selected from a menu panel when this utility is invoked. 


Microcode Upgrade: Provides a process to update a newly released 
Control diskette with the configuration data from the down level Control 
diskette, thus greatly reducing the time required to execute this task. 


Encrypt/Decrypt: This facility is only available with Configuration Support A 
and S. It provides facilities to load a master key value into the 
Encrypt/Decrypt adapter, display the Verify Pattern that is resident on the 
Encrypt/Decrypt diskette, verify the current master key value, and test the 


Encrypt/Decrypt feature. It is applicable only to Models 1R, 2R, and 3R that 
have the Encrypt/Decrypt feature #3680, or Models 1R, 2R, 11R, and 12R 
which have RPQ 8Q0742. 


¢ Identify Customizing Keyboard: Expands the types and configurations of 
keyboards from which the 3174 customization process can be executed. It 
is applicable primarily in World Trade Corporation countries, due to the 
variability of the keyboard layouts found there. 


1.5 Communications Network Management 


Communication Network Management Products support IBM 3174 error 
detection and configuration reporting. However, the enhancements and 
changes made in the 3174 require the following programs at the specified levels 
for central site problem determination: 


e For all models except those with optional IBM Token-Ring Network 3270 
Gateway feature. 


— NPDA V3R2 
— APAR PP43332 (PTF UP90223) for MVS/370 
— APAR PP43337 (PTF UP90224) for MVS/XA 
— APAR VM22413 (PTF UV$90110) for VM 

— NetView 


e For models with the optional IBM Token-Ring Network 3270 Gateway 
feature. 


— ACF/VTAM V3R1.1 


— NetView 


Response Time Monitor (RTM) is a base IBM 3174 function. It is supported at 
the host by: 


e NLDM Rel 2 for VM/SP 
e NLDM Rel 3 for MVS/370, MVS/XA, and VSE 


° NetView 


RTM may also be used without host support. 


1.6 Personal Computer Support 


1.6.1 IBM PC 3270 Emulation Support 


The 3174 supports IBM Personal Computers configured to operate with: 


e The IBM Personal Computer 3278/79 Emulation Control Program Version 1, 
P/N 6024134 and Version 2, P/N 8665780. 


e The IBM PC 3270 Emulation Program, Entry Level, P/N 59X9904. 
¢ The IBM PC 3270 Emulation Program Version 3.0, P/N 59X9969. 
e The RT Personal Computer 3278/79 Emulation Program, PP 5669-052. 
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IBM Virtual Machine/Personal Computer Release 2 P/N 6467040. 


~PC/VM Bond Release 2 P/N 6467022. 


Personal Communications/3270 Version 1.01, P/N 15F7121 
OS/2 Extended Edition Version 1.2, P/N 15F7143 or 15F7144 
OS/2 Extended Edition Version 1.3, P/N 15F7195 or 15F7196 


1.6.2 IBM PC File Transfer Support 


The 3174 supports the following Host File Transfer Programs which allow the 
above PC configurations to perform file transfers. 


PC Bond, PP 5664-298 

VM/PC, PP 5664-319 

MVS/TSO, PP 5665-311 

VM/SP, PP 5664-281 

DISOSS, P/N 6476054 Version 1 Release 2 
PROFS, PP 5664-309 Version 2. 


1. National Language Support and CECP 


The 3174 offers two levels of language support; the basic support and an 
extended support called Country Extended Code Page (CECP). 


1.7.1 National Language Support (NLS) 


The 3174 supports the following languages for keyboards, code pages, and 
character generators: 
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Austrian/German 
Belgian 

New Belgian 
Brazilian 
Canadian Bilingual 
Cyrillic 

Danish 

English (UK) 
English (USA) 


AA 
English (USA ASCII-7) 
English (USA ASCII-8) 
Finnish 

French 

Greek 


Icelandic 





Italian 

Japanese English 
Japanese Katakana 
Netherlands 
Norwegian 
Portuguese 

ROECE Latin 
Spanish 
Spanish-speaking 
Swedish 

New Swiss/French 
New Swiss/German 
Thai 

Turkey 


Yugoslav. 


In addition, some specialized keyboards are supported including: 


APL 
APL2 
EBCDIC (WT) 
TEXT. 


1.7.2 Country Extended Code Page (CECP) | 
The Country Extended Code Page (CECP) feature is covered in detail in the IBM 
ITSC publication IBM 3174 CECP Migration Issues GG24-3380. 


CECP is an extension of each Latin-based national language code page, toa 
191-code-point language code page for the following languages. 


Austrian/German (EBCDIC 76) 
New Belgian (International) 
Canadian Bilingual 

Danish 

English (UK) 

English (US) 

Finnish 

French (AZERTY) (105) 

Italian 

Netherlands 


Norwegian 
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e Portuguese 

¢ Spanish 

¢ Spanish-speaking 

e Swedish 

e New Swiss/French (International) 


e New Swiss/German (International). 


When used in conjunction with CECP-capable displays and printers, CECP 
allows you to use symbols from languages other than the one for which the 
3174 Controller is customized. 


The following devices support CECP when attached to a 3174. 
¢ 3191 models D, E and L 
e 3192 models C, D, F, L and W 
* 3472 InfoWindow 
e 3812 printer model 2 
e 3816 printer models 01D and 018 
© 4224, 4234 and 6262 printers 
e ASCII attached devices 


CECP is invoked by responding to customization question 123 with a “1”. and it 
requires the keyboard selected in question 121 to be one of the CECP-capable 
languages listed above. It will be active then for all CECP capable devices 
powered on and connected to that controller. 


To understand CECP, it is first necessary to know what a code page is. A code 
page is the table which translates the hexadecimal characters sent to the 3174 
into commands or graphical characters for displays or printers. These 
characters are referred to as code points. 3270 Commands are the same for all 
languages and they are confined to X’00-3F’. The remaining code points 
(X’40-FF’) are for graphical characters; however they are not all used. Different 
languages can use different code points for their own unique characters. 


Before CECP, there were inconsistencies between the different 
implementations, some languages used different code points for the same 
character. 


For CECP, one universal character set has been defined. It contains 190 
characters plus a “space” required to support all CECP languages. It is known 
as character set 697. 


There are host programming considerations for CECP. First the host 
application must be capable of accepting without error all the 190 CECP code 
points. Secondly the application must be using the code points as CECP 
characters. You should be aware that if you are using some of the code points 
which were unassigned before CECP was available that you could encounter 
problems with existing application data bases. See “System Considerations” 
below. 
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1.7.2.1 System Considerations 
You may need to consider whether host programs accept CECp data before 
customizing for CECP. When CECP is supported, conventions may need to be 
adopted. IBM host applications, vendor applications, and in-house applications 
may be affected. 


CECP generally doubles the number of valid I/O code points generated from a 
keyboard and sent inbound. It is the customer’s responsibility to ensure that 
host programs and data bases can accept CECP data. Be careful of the 
following: 


Host filters 
_ Host use of previously defined I/O code points 


Data integrity. 
You may be required to keep track of which data sets will or will not be CECP. 


Host Filters: Filters in host programs could generate undesired results. The 
filters might reject or translate some CECP-unique graphic code points from 
their original values to incorrect values. This might cause a data loss, a 
program check, or undetected, erroneous alteration of data. 


Host Use of Previously Undefined I/O Code Points: Since a user could not 
directly enter previously undefined character code points, a host program could 
be using those code points for other purposes without causing conflicts before 
CECP support. However, with CECP support, host usage of these previously 
undefined code points may now result in conflict with the CECP usage. 


One example would be if a host application (such as a data base manager) 
used the previously undefined character code points as control codes (such as 


end of file markers). 


Another example would be a host application that used the previously 
undefined character code points as values for a special font (such as APL). 
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2. Pre-Installation Planning 


2.1 Introduction 


The smooth installation of any system or subsystem is normally directly 
proportional to the amount of thought that has been focussed on the project 
prior to installation. The 3174 is no different in this respect to any other system 
or subsystem. | 


Customers that are familiar with the installation of 3274 Control Units will find 
that the 3174 is an easier proposition for the reasons outlined in the 
introductory chapter. However this does not mean that it should be approached 
in a less professional manner, because by using the new. aids and techniques 
that are provided by the 3174, a customer can make real productivity savings 
on the installation, and maintenance of the device. 


2.1.1 Planning 
The starting point prior to installation is the IBM 3174 Site Planning Manual 
(GA23-0213). 


A Site Planning Checklist is contained in the IBM 3174 Site Planning Manual 
(GA23-0213). It is not be reproduced here. Please use the one contained in that 
manual. | 


The installation may not always be of a new 3174. It could be one of the 
following: 


e Installing a new 3174 or expanding an existing 3174. 
e Relocation of a 3174. 


e Replacing and removing existing control units. 


2.1.2 Host Attachment 
Host attachment of the S/370 channel and link attached controllers is exactly 
the same as an equivalent 3274. I/O and NCP generation should be done as 
though an equivalent 3274 was being attached. 


2.1.2.1. Local 
The 3174 Model 1L/11L/21L attaches to the host via Channel Interface Cables 
(Bus and Tag) in exactly the same way as the 3274 channel models. This ts the 
only part of the installation procedure that needs to be done by the IBM service 
representative. The rest of the installation is CSU (Customer SetUp). 


A difference between the 3274 and the 3174 however is that the Bus and Tag 
need to be between .455 meters (1.5 feet) and .915 meters (3 feet) longer to 
accommodate the 3174. The floor cutout for the cables is different as well. This 
is because the channel cables attach to the lower right of the 3274 whereas 
they attach to the top left of the 3174. The 3174 Models 12L and 22L attach to 
the S/390 ESCON channels via optical fiber cable. 
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2.1.2.2 Remote (TP Link) 


When attaching the Communications cable (also known as; modem cable, data 
set cable or TP interface cable) to the 3174, it is important that you use the 
cable supplied with the 3174. Cables from a 3274 do not work. The reason for 
this is that the DCE interface is at the end of the IBM supplied cable, not at the 
3174 Communications Adapter socket. 


An example of this is the V.35 cable. It looks like a V.24 cable with an extra stub 
cable attached to the end of it. This is not the case and attempting to remove 
the V.35 stub cable and use the resultant cable as a V.24 cable will result in 
failure. Also, the 3174 has the capability to detect what kind of cable is 
attached. If an improper cable is attached, an error occurs. 


2.1.2.3  Token-Ring (Upstream) 


The 3174 Models X3R provide for token-ring communication to an SNA host. 
Communication to the host is through a host gateway. Typical gateways are: 
an IBM 37XX Communication Controller with the Network Control Program 
Token-ring Interface (NTRI) feature, or a 3174 Model with the Token-ring 
Network 3270 Gateway feature. The Token-ring Network 3270 Gateway feature 
is available on local and remote attached 3174 models. 


The 3174 Models X3R have a token-ring adapter that provides attachment to the 
IBM Token-Ring Network. 


Like the other large 3174 models, up to 32 terminals may be attached to the 
model 3R, 13R, 23R and up to 16 terminals may be attached to the model 53R 
and 63R. The model 13R may have the 3270 Port Expansion Feature installed for 
attachment of up to 64 terminals. | 


2.1.3 3270 Terminal Attachment 


2.1.3.1 Cabling 


The most significant 3270 terminal attachment features on the IBM 3174 are 
e Three ways of attaching terminals 
1. Direct 
2. Via Integrated TMAs (Terminal Multiplexer Adapters) 
3. Via IBM 3299 Terminal Multiplexers 
4. A mix and match of the previous 


e Direct attachment to the IBM Cabling System Type 1/2 data grade media; no 
baluns needed when the Dual Purpose Connector (DPC) is used. 


The IBM 3174 is designed to work with either coax or the IBM Cabling System 
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coax, attached devices may be up to 4920 feet (1.5km) away, whereas if the IBM 
Cabling System is used, attached devices may be up to 3280 feet (1.0km) away 
if the device requires a balun, or 4920 feet away if the device supports the DPC. 
These distances refer to the terminal if it is attached to a TMA (Terminal 
Multiplexer Adapter) or to the IBM 3299. 


e Coax 


lf you use coax then your cabling will be exactly the same as for a 3274. 
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° IBM Cabling System 


If you use the IBM Cabling System then the 3174 has a useful new facility 
that you should know about. 


Up until recently, in order to use a 3270 type device on the IBM Cabling 
system media, it was necessary to put a balun (BALancer/UNbalancer) at 
both ends of the cable. This meant that all of the ports on a controller had 
to have baluns attached and the device at the other end of the cable also 
had to have a balun. 


Baluns are no longer required at the controller end of the cable when a 
DPC is used. This is because the Terminal Adapter and the TMAs have 
been designed with the IBM Cabling System in mind. Devices at the other 
end of the cable may or may not need a balun depending on the device. 
For instance the IBM 3299 Model 2 does not need a balun at its end of the 
cable (3299 Model 2 requires the DPC). 


e TMAs or 3299 Terminal Multiplexers 


Large Controllers (not 2XX) 


The large 3174 models have an adapter called the Terminal Adapter 
(TA). This has four BNC connectors and can be used to attach up to 
four terminals. However it would normally be used with either a TMA or 
a IBM 3299 Terminal Multiplexer attached to each of the four ports, 
giving a total of up to 32 ports on each 3174. The large 3174 models 
may also have the 3270 Port Expansion Feature installed. This feature 
provides four more BNC connectors which would be used with either a 
TMA or'a 3299 Terminal Multiplexer. The feature provides an additional 
32 ports for the large model 3174s so that a total of 64 devices may be 
attached. 


Terminal Multiplexer Adapter (3174 OXX, 1XX and 2XX only) 


This is a 3174 Adapter that is customer installable and is normally 
plugged into the logic board. These TMAs use different positions in the 
logic board depending on the 3174 model and other installed options, 
for reference a 3174 Plug Chart is shown in the appendix of this manual. 
Each TMA is then attached to one of the four ports of the Terminal 
Adapter with a short coax cable. You may now attach up to eight 
devices to the ports on the TMA. If you are using the IBM Cabling 
system, you do not need baluns when the DPC is used. 


IBM 3299 Terminal Multiplexer 


The IBM 3299 Terminal Multiplexer is a device that multiplexes the data 
streams from category A 3270 devices onto a single cable. It has 
connectors for attaching the terminals and a connector for attaching a 
cable to the controller. The device is powered from a normal wall power 
outlet. There are three models of the 3299. The Model 2/3 may attach to 
the controller via coax cable or the IBM Cabling System with a DPC. 
The model 32 can attach via coax, fiber optic or IBM Cabling System 
media, see “Terminal Multiplexer Adapter” on page 6. 


If you use the IBM Cabling System with the Model 2, a DPC at the 3299 
end of the cable is required, when used with the IBM Cabling System 
(ICS), some IBM terminals require baluns at their end of the ICS cable. 


You may attach IBM 3299 Terminal Multiplexers to any of the four ports 
on the Terminal Adapter instead of a TMA. This means that you may 
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have a single cable (coax or IBM Cabling System) running out to a 
cluster of users, where you install an IBM 3299. It is at this point that 
you attach the terminals to the IBM 3299. This can give you 
considerable savings in the cost of cables and can make problem 
determination easier in the future by cutting the number of cables all 
running to the same area of the building. Or you may ‘mix and match 
TMAs and 3299s on a single 3174, thereby giving you the best of both 
worlds. 


¢ Intermediate Controllers (SXR/6XR) 


TMAs are not available with these 3174 models. These controllers can 
attach up to 16 terminals. At the back of a medium 3174 are nine BNC 
connectors labeled 0 to 8. All of these ports may be used to attach 
terminals, giving up to nine devices on each 3174. However ports 0 and 8 
are special ports and may have IBM 3299 Terminal Multiplexers attached to 
inem. This means that by using one iBM 3299 attached to port 8 and 
attaching terminals to ports 0 to 7 you can have up to 16 terminals attached. 
Alternatively you may attach an IBM 3299 to port 0 and then attach the 
terminals to it. With this option then ports 1 to 7 can not be used. 


e Small Controllers (8XR/9XR) 


These Controllers can attach up to eight terminals. At the back of the unit 
there are four BNC connectors labeled 0 to 3, you can have up to four 
terminals attached directly to these ports or attach an IBM 3299 to port 0 for 
a maximum of eight terminals, in this case ports 1-3 can not be used. 


Note: 3174 Model 90R only has one BNC port for connection of a terminal 
or a 3299 Model 2 or 3. 


2.1.4 Physical Installation 
The physical installation of any of the IBM 3174 models is very easy. The new 
machines are all Customer Setup (CSU) so Customer Engineering (CE) is only 
needed to attach the Channel Interface Cables (Bus and Tag) to the Models 
1L/11L or 21L. The CE can also change the priority of the 3174 on the channel. 


To install a 3174 is simply a matter of unpacking the machine, installing any 
features and cables. Microcode may be customized at this time from the 
planning worksheets and the machine is IMLed. 


All of the optional adapters are in the form of customer installable modules. For 
example, in order to install 16 extra ports, it is simply a matter of plugging in 
two TMA adapters and plugging a short, internal coax cable between them and — 
the Terminal Adapter. 


2.1.5 Customization 
This can be thought of in two phases: 


e Planning - mostly to be done prior to installation. 


e Procedures - mostly to be done at installation. 


For a full description of this, please refer to “Microcode Customization” on 
page 41. 
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2.1.6 9309 Rack Enclosure 


The 9309 Rack Enclosure provides mounting space and power distribution for 
the IBM 3174 Establishment Controller models 2XX. The 9309 enclosure is 
available in two models, the Model 1 and the Model 2: 


© The Model 1 is 1.0m (39.3 in.) high 
° The Model 2 is 1.6m (62.1 in.) high. 


Both models conform to the 19-inch mounting dimension and universal spacing 
hole pattern in the Electronic Industries Association (EIA) RS-310-C standard for 
racks, panels, and associated equipment. Both models of the 9309 rack feature: 


e Minimal floor space requirement 
e AC power distribution and sequencing of six outlets 
¢ Emergency power-off control. 
The outlets provide 220-volt single phase power. Single phase and 3-phase 


versions of the rack enclosure are available. Each 9309 rack enclosure is 
provided with an emergency power off control. 


The 3174 2XX models are specified as being 10 inches in height, but in reality 
will take approximately 10.5 inches due to the hole placement (in a 9309 rack). 


The 3174-2XX are six EIA units high, so five model 2XX can fit in an IBM 9309 
Model 2 rack. 
In terms of EIA units: 

e the 9309 Model 1 can contain 19 EIA units. 

e the 9309 Model 2 can contain 32 EIA units. 


Thus, five 3174 model 2XX take 30 EIA units of the 32 available in a 9309-2. 
Note: An EIA unit is 1.75 inches. 
In the 3174 Site Planning Manual (GA23-0213), the cable specifications for 


System/370 channels used for interconnecting rack mounted 3174 21Ls within 
the rack are shown as: 


e Cable Group 0790 (2.5 ft) 

e Cable Group 0799 (4.5 ft) 

e Cable Group 0185 should be used for cables to and from a 9309. 
Full recommendations on rack mounting are contained in the 3174 Site Planning 
manual. 
Feature #9030 provides rails for mounting the 3174 21L in a 9309 rack and 
provides a shortened power cord for 9309 use. 


Note: This specify code is not orderable for the 3174 21R. 
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3. Hardware Installation 


3.1. Introduction 


The 3174 is designated a Customer Setup (CSU) machine. This means that the 
customer is responsible for unpacking, installing, testing and customizing the 
controller. If you are installing a local controller Model O1L, 11L or 21L, there 
are a few things you will need to have performed by the IBM service 
representative. 


3.1.1 S/370 Channel Attachment 
For local Models O1L, 11L and 21L you will need an IBM service representative 
to perform the following tasks: 


Connecting the 3174 Controller to the channel using bus and tag cables. 
Connecting the power control and sequence cable if required. 


Altering the channel priority switches if required. (The default setting is for 
high priority.) 


Checking the UCW setting. 


The 3174 customization should be completed before the service representative 
is called in. There are some customization questions related to the channel _ 
operation including: 


104 Channel address 

105 Channel address - upper limit 
222 Command retry 

224 Mode of data transfer 


225 Channel burst size. 


You may need to consult your service representative or Systems Engineer to 
help you decide on the best values to use for your installation. 


3.1.2 CSU Installation 
To install a 3174: 


1s 
2. 
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Review any 3174 installation tips available on INFOSYS* or IBMLink* 


Remove packaging and place the machine in the position that it will occupy 
when operational. 


. Power switch 


¢ Model 1L/11L/21L - Turn the Channel Interface switch to offline, the 
power control to local and the power switch to 0 (off). 


¢ All others - Move the power switch to 0 (off). 


. At this time install any optional features that you have and attach any 


remote communications cables or token-ring cables to the cards. 
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10. 


11. 


12. 
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. Route the power cord out of the front bottom of the control unit and plug it 


into a grounded electrical outlet. - 


. Install the utility diskette and run diagnostics as described in the Setup 


Instructions in the User’s Guide for the machine. 


. Attach a CUT or DFT/E terminal to port 0 and perform the customization. 


. Communications Cables 


* Model'i1L/11L/21L - Get the IBM service representative to attach the 
channel interface and power sequencing (if used) cables to the 
machine. | 


e Model 12L/22L - Connect fiber-optic cabie as per the Setup Instructions 
in the User’s Guide for the machine. 


¢ Attach the communications cable to the data communications 
equipment or equivalent. 


_ Attach the terminal cables to the machine. 


Make sure the customized control disk is ready and the DSL diskette (if 
needed) is in drive two and IML the machine. 


Turn the channel interface switch to online for Models 1L/11L/21L and vary 
the channel addresses online. 


Activate the controller and devices. 





4. Microcode Customization 


4.1 


introduction 


Customizing is the term used to describe the process of tailoring the 3174 
microcode supplied by IBM with the 3174 on 1.2/2.4MB, 5.25 inch diskettes, to 
support various displays, and printers, and method of host attachment that a 
particular 3174 will handle. 


One of the problems of customization and the 3274 was its “user friendliness”, 
or comparative lack of it, plus there is often the need to treat each 
customization slightly differently than the last. However the process is now 
much faster and easier. 


The introduction of the IBM 3174 Establishment Controller simplifies the 
customization process for all users while still retaining the basic advantages of 
a customizable device: 


e Flexibility 
« Ease of adding new features and functions 
e Ease of upgrading the microcode level 


« Central site customization. 


The simplification is of course particularly relevant for the user with only a 
small number of controllers, where the need to customize infrequently 
precludes the development of a high level of skill in this area. However, 
because of the considerably reduced amount of time required to customize, the 
large. user can also make considerable productivity savings in line with this 
time saving. Those larger organizations will also probably want to make use of 
Central Site Customizing, which is a 3174 function. 


4.1.1 Microcode Differences in Support A, S, and B 


Several new questions have been added to all Configuration Support levels to 
Support new function. 


The functional differences between the versions A, S, and B, and the release 
differences in Configuration Support-B are discussed in “Licensed Internal 
Code” on page 18. 


4.2 3174 Diskettes 


All 3174 microcode is delivered on 1.2/2.4MB 5.25 inch diskettes. They contain 
all of the microcode that is needed for the day-to-day running of the 3174 plus 
various utilities used during: 


« Customization 


e Problem Determination. 


These diskettes consist of: 
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Controi Diskette 


Two of these are delivered with every 3174. A backup may be made from an | 


ordinary IBM High Capacity 1.2MB 5.25 inch diskette by using utilities 
contained on the Utility diskette. This may be done for all type 3174 
diskettes and is a recommended procedure. 


Contains: 

— System Bring-Up 

— Operational Code 

— Languages 

— Some Diagnostics. 

After Customization is performed, the Control Diskette also contains: 
— Customization Parameters 


— Any Patches and/or RPQs applied. 


When a customized Control Diskette is IMLed, the 3174 is made 
“operational” (ready to put online and into production). 


Utility Diskette 

Contains the following Utilities: 
— Configure 

= ‘Merge DSL 

— Copy Files 

— Diagnostics 

— Media Management 

— Microcode Upgrade 

— Define Devices/Define PAM 
— Central Site Customizing. 
Limited Function Utility 


As the name implies, this diskette contains the utility microcode that would 
be used in 3174 Controllers that are being serviced from the central site. 
This diskette has fewer options, and has no functions for customization. 
This is an optional diskette that has to be specifically ordered. 


DSL (Down Stream Load) Diskette 


These optional diskettes are required to support devices/features that need 
a Downstream Microcode Load (DSL) such as the IBM 3290 Display Panel, 


the IBM 3179G/3192G/3472G Graphics Displays, ihe IBM 3183 image Dispiay 


or the 3174 AEA feature. 


— Contains Diagnostics, System Bring- Up, and microcode for DSL display 
stations. 


— The 3174 downstream loads this microcode to the display station. 


— DSL microcode can be merged onto one DSL diskette, or onto the fixed 
disk if present. 





° RPQ (Request for Price Quotation) Diskette(s) 


This is an optional diskette that contains microcode required to support 
special features as required by individual customers. The code is merged 
onto the control diskette. 


— There may be up to 30 RPQs per diskette 
— 25K bytes of control diskette space is reserved for RPQs 
— Up to 10 RPQs may be merged onto a single control diskette. 


More detail on the types of RPQ can be found in “Licensed Internal Code” 
on-page 18. 


4.3 The Customization Process 


4.3.1 Planning 


Customization of the 3174 is in two stages. These are: 
e Planning 
« Procedures. 


Each of these stages may consist of a number of self-contained steps. Each 
stage may be carried out by a different person. Only the configuring steps have 
to be carried out; all of the others are optional. 


Planning should revolve around the worksheets found in the back of the /BM | 
3174 Planning Guide (GA27-3844) for Configuration Support-A and S, and 3174 
Planning Guide (GA27-3862) for Configuration Support-B. These worksheets 
may be freely copied and a set should be made for each 3174 to be customized. 
When doing this only include those sheets that you are actually going to use; 
for example, you only need the BSC sheet from the various communications 
options sheets, if that is the protocol that you will be using. Additionally, if you 
do not intend to configure local copy facilities, do not bother to include the PAM 
(Printer Authorization Matrix) Worksheet. 


There are various steps during the planning phase, all of which are optional 
except Configuring. All except the Copy Files, Merge, and Upgrade have 
worksheets at the back of the manual. These worksheets should always be 
used. It is much easier to re-configure 3174 microcode than the 3274 was. It is 
even easier if the original configuration is documented! 


The planning steps (remember only step 1 always has to be done; the others 
are optional) are: 
1. Planning to Configure/Reconfigure 


. Planning for Port Assignment 


. Planning for Response Time Monitor (RTM) 


. Planning for AEA 


2 

3 

4. Planning for X.25 
; | 

6. Planning to Define a PAM or Define Devices 
7 


. Planning to Modify Keyboards 
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8. Planning to Copy Files 
9. Planning for Merge Procedure 
10. Planning for a Microcode Upgrade 
11. Planning for a CSCM 
12. Planning for Encryption (not supported in Configuration Support-B). 


We will now look at each of these steps: 


4.3.1.1 Planning to Configure/Reconfigure 
Configuring needs to be done for each 3174 and is similar to the operation 
needed on a 3274. It is the only step that has to be carried out in order to put 
the 3174 into service; all of the other steps are optional. 


Ai some time in ine future a cusiomer may wish to Re-configure. That is to say 
make changes to the hardware, the host, or terminal attachment. For example, 
perhaps some new printer has been added and one wishes to add a PAM or 
one has changed from BSC to SDLC host attachment. In this case a new 
worksheet should be made out reflecting the changes. 


lf the 3174 is being upgraded with a Concurrent Communication Adapter and 
being customized to support multi-host, please read “Multi-Host Connectivity” 
on page 239. 


4.3.1.2 Planning for Port Assignment | | 
This area is based on the response to question 116. The planning process is 
different based on the Configuration Support you are using. 


Configuration Support A/S: If you will be providing the MLT function for CUT 
devices or if you will be attaching DFT devices such as the IBM 3290 Display 
Panel or the IBM 3270 Personal Computer, and using their multiple session 
facilities, then you have to use either option 7 or 2. There are three possible 
responses to this question: 


The first option 0 is the default and the easiest. If you take this option the 
customization process will automatically assign port addresses and you will not 
see panels :117 and :118. However, if you have a Model OXX, 1XX, or 2XX, then 
32 port addresses will be assigned, whether you need them (i.e., you have 32 
devices attached) or not. This can be wasteful on addresses. A similar process 
is true of the Models 5XR/6XR and 8XR/9XR although in these cases only 16 
addresses will be assigned to Models 5XR/6XR and 8 addresses to Models 
8XR/9XR. 


The 7 option allows you to specify just the number of sessions per port, and the 
customization program deals with the assigning of aadresses. in order to do 
this simply fill in the number of sessions per port in column #S on the 117: 

Port Assignment Worksheet. You could put a 0 against any port not required at 
this time so that addresses will not be allocated to it. When you press PF8 
during the actual configuring process, you will see that the customization 
program has filled in panel :778 for you. You cannot change panel :178, it is for 
your information only. If you wish to update this worksheet in the future by 
adding or removing devices and you use this option, all of the addresses will be 
re-assigned by the customization program. In order to avoid this and keep the 
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address assignment of the unchanged devices the same as before, you need to 
use option 2 below. 


Option 2 is useful for the reasons above and is additionally useful if you have 
DFT devices or if you are using the MLT function for CUT terminals with 
multiple sessions and you wish to control the port assignments of individual 
sessions. If you leave this up to the program, then the ports will be assigned 
as follows. First addresses will be assigned sequentially to all of the primary 
ports starting at port zero. Then starting at the next available address, 
addresses will assigned to the secondary ports. Obviously if you wish to use 
addressing other than this, you need to use this option. 


When using this option you need to do just a little more than with option 7. In 
this case you have to enter the port addresses on :117 Worksheet in decimal. 
Once again the customization program will fill out sheet :118 for you. 


Configuration Support B: In Configuration Support B, the response to question 
116 can be one to four alphanumeric digits. The four digits of this response are 
grouped into two pairs. The first (leftmost) pair represents the assignment of 
3270 address. The second pair represents the assignment of AEA addresses. 
Depending on your configuration, you may not be specifying all four digits; you 
may have a one, two, or four-digit response. However, placement of the digits 
is crucial, so please make sure that you have done the necessary planning 
before starting this step. 


The default response to question 116 is 0 The process for the default response 
in Configuration Support B is the same as that for Configuration Support A/S. 
You should use the default if you want Only one 3270 address per port, do not 
want to plan for port assignment, and do not want any AEA addresses 
assigned. 


You should use responses 7 or 2 if you plan to assign port addresses on a 
port-by-port basis, plan to use MLT on your CUT devices, plan to have ASCII 
devices access 3270 hosts, or plan to use DFTs with multiple interactive 
screens. 


The 7 option allows you to specify just the number of sessions per port, and the 
customization program deals with the assigning of addresses. In order to do 
this simply fill in the number of sessions per port in column #/S on the 117: 
Port Assignment Worksheet. You could put a 0 against any port not required at 
this time so that addresses will not be allocated to it. When you press PF8& 
during the actual configuring process, you will see that the customization 
program has filled in panel :178 for you. You cannot change panel :178, it is for 
your information only. If you wish to update this worksheet in the future by 
adding or removing devices and you use this option, all of the addresses will be 
re-assigned by the customization program. In order to avoid this and keep the 
address assignment of the unchanged devices the same as before, you need to 
use option 2 below. 


Option 2 is useful for the reasons above and is additionally useful if you have 
DFT devices or if you are using the MLT function for CUT terminals with 
multiple sessions and you wish to control the port assignments of individual 
sessions. If you leave this up to the program, then the ports will be assigned 
as follows. First addresses will be assigned sequentially to all of the primary 
ports starting at port zero. Then starting at the next available address, 
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addresses will assigned to the secondary ports. Obviously if you wish to use 
addressing other than this, you need to use this option. 


When using this option you need to do just a little more than with option 7. In % 
this case you have to enter the port addresses on :117 Worksheet in decimal. 
Once again the customization program will fill out sheet :118 for you. 


Option SX (where X equals a number from 1 to 5) should be used if: 1) you want 
to specify the number of addresses (1 to 5) to be assigned to each 3270 port, 2) 
you have answered question 110 with a non-zero response, 3) do not plan to 
have ASCII devices access 3270 hosts, and 4) plan to use DFTs with multiple 
interactive sessions. Note that the same number of addresses will be assigned 
to all 3270 ports and the addresses will be automatically assigned. Responses 
91-S5 are only allowed on SNA host attachments. 


Tne above responses do noi resuii in AEA port address assignmeni. You 
should enter SX AY (where X and Y equal numbers from 1 to 5) if you want to 
specify the number of addresses to be assigned to each 3270 port, the number 
of addresses to be assigned to each AEA port, and plan to have ASCII devices 
access 32/0 hosts. The individual addresses are automatically assigned to 
each port. If you use this response, you should answer questions 110 and 703 
with non-zero responses. 


4.3.1.3 Planning for Response Time Monitor (RTM) 
RTM is a standard function on all 3174s; ideally it should be used as part of the 
Communication Network Management (CNM) operation. However, even in a 
stand-alone form, it is a valuable tool in the management and control of 
information systems. 


The first decision that you need to make when planning for RTM is, “Am I going 
to configure RTM?”. If your answer is no then simply answer question 127 with 
two zeros and that is the end of it. As previously discussed, when RTM cost 
you extra money and storage, you may have thought that this was a good 
answer in your case. With those factors being removed you may like to revisit 
RTM and look again at its benefits, but this time at no extra cost. 


If you decide to use RTM, then the first digit of question 127 asks you whether 
you have host support for RTM and its nature. Even without host support you 
can use RTM as a valuable management tool. 


The second digit asks you for the point at which you wish to measure response 
times. It is up to you to decide which point of measurement is more meaningful 
to you. However, if this is the first time that you are using RTM, then this is a 
good opportunity to set some standards for your organization. 
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another panel during the configuration process, #128. This contains the 
measurement parameters and, like a number of questions during the 
customization process, IBM has supplied some default values. If you are using 
RTM for the first time, then why not just circle the responses on the worksheet 
for the defaults and let the configuration program supply the defaults this time. 
When you get more experience at using the data supplied to you by RTM, you 
may want to use parameters of your own or you may have a particularly 
sensitive application/set of users that you wish to monitor more closely than 
normal. 
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4.3.1.4 Planning for X.25 
The major difference between configuring all the other protocols and X.25 is 
that if you answer question #101 with a 3 (X.25), then you get an extra panel 332 
to fill in. This panel asks you for information about the X.25 network. The 
customizing questions refer to: 


e Closed User Group 

¢ Connection Size 

e Window Size 

¢ Packet Size 

e Recognized Private Operating Agency 
e Reverse Charge 

e Throughput Class. 


This information can be gotten from the person in the organization responsible 
for X.25. 


Please refer to “3174 and X.25 Support” on page 133 for additional information. 
4.3.1.5 Planning for AEA 
The Asynchronous Emulation Adapter provides the ability for: 
¢ 3270 displays to communicate with ASCII hosts 
e ASCII displays to communicate with IBM hosts 
¢ ASCII displays to communicate with ASCII hosts. 
When planning for AEA you should use the planning worksheets 15 to 27 in the 


IBM 3174 Planning Guide. These should be copied and used for documentation 
support on each 3174. 


When customizing an Asynchronous Emulation Adapter you are required to 
define at the port level “AEA station sets” and “AEA port sets,” plus if you are 
planning for multi-host support, there are additional fields to define on the MLT 
panels. 


see “Asynchronous Emulation Adapter (AEA)” on page 15/7 for full detail on 
customization. 
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4.3.1.6 Planning to Define a Printer Authorization Matrix (PAM) 
This only needs to be done if you wish to have local printer defined (for doing 
screen copies). 


It is one of those areas on the 3274 where some people will tell you how easy it 
is to do and others will disagree. 


The new PAM definition is much easier both to understand and do. This is 
partly due to a re-design of the worksheet(s) and panel(s) used in the definition. 


The PAM worksheet(s) (each worksheet having a corresponding panel) can be 
thought of as being in two parts, the top half and the bottom half. The top half 
defines the printer and the bottom half defines the terminals that may use it. By 
using multiple worksheets you may define up to 47 printers at five per 
worksheet (panel). You can define printers which are attached to 3270 ports as 
weil as priniers which are attached to AEA ports. 


The first entry required is the port number of the first printer that you wish to 
define (this may not be port 26-00). The next field to enter is the mode. This 
can be: 


« 0=System 


In this mode the printer can only do host initiated print, it cannot do local 
(screen) copy. As this is the default mode, this is the reason for not needing 
a PAM if you only wish to use the printers for host printing and do not 
need/want local copy facilities. 


¢ 17=Local 


In this mode the printer can only do local copy. Although in an SNA 
environment the host can initiate a local screen copy. 


e 2=Shared 


In this mode the printer can do both of the above. For the implications of 
this and further information, please refer to the 3174 Planning Guide. 


The b=next field, Class, allows one to group printers in classes. That is to say 
one may wish to group all of the same type of printers into a class, group all 
those printers on the same floor into a class, or group printers for some other 
reason. 


Finally, in the bottom half of the page, simply put an ”X” on the line 
corresponding with the printers number (line 1 for printer 1 defined above) 
under the port number(s) of any terminal(s) that you wish to authorize for local 
copy to that printer. 


ARA an narra wi -~il oe a ” 
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4.3.1.7 Planning to Modify Keyboard (CUT Mode Devices) 
The purpose of the Modify Keyboard Utility is to create unique keyboard layouts 
to be used on IBM display stations supporting modifiable keyboards. With this 
utility, keyboard layouts can be tailored to meet specific user applications. 


This utility is not for use with the DFT type of devices like the IBM 3290 
Information Panel, IBM 3179-G Graphics Display, or the 3192-G Graphics 
Display. Information to perform keyboard modification for these units is found in 
the display description manual. 


Most characters, symbols, and functions can be relocated, deleted, or 
duplicated from almost any key position. 
Restrictions: 


e The display station used with this utility must be connected to port 26-00 of 
the 3174. Terminals with modifiable keyboards must be working in 3278/79 
emulation mode. 


* Local keys that do not send scan codes to the controller should not be used 
for copy or exchange operations (SETUP, COPY or PLAY). 


e Typamatic assignment can not be modified. 


e Certain keys cannot be copied or moved. 


Question 136 refers to four unmodified keyboards: 
1. Converged Typewriter 

2. Converged APL 

3. Converged Data Entry 

4. Enhanced Typewriter. 


Question 137 refers to which modified keyboards, IDs A, B, C, or D, are to be 
configured. 


The total number of unmodified and modified keyboards can not exceed four. 


Use the “Planning to Modify Keyboards” chapter of the 3174 Planning Guide 
along with the keyboard layout from the worksheet section. Decide which of the 
keyboards you wish to madify. 


e Converged Typewriter 

e Converged Data entry 

e Converged APL 

e Enhanced Typewriter 

Fill out the keyboard layout worksheet using the ”Planning to Modify 


Keyboards” section of the 3174 Planning Guide. Then take this and use it with 
the Modify Keyboard Utility. 
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4.3.1.8 Planning to Copy Files 
These processes are so straight forward that planning worksheets are not 
required or provided. Copies can be done easily by one person. It is simply a 
matter of following the menus. 


Note: For all Copy Utilities you can copy from diskette to diskette, diskette to 
fixed disk, fixed disk to fixed disk, or from fixed disk to diskette. 


The options here are: 
1. Full Copy 


This process duplicates a diskette (including any configuration present) onto 
an ordinary 1.2MB or 2.4MB IBM High Capacity 5.25 inch diskette. The 
utility takes just over two minutes for the actual copying process whereas 
the Copy Configuration process takes less than half as long at about one 
minute. Copying to an untormatted diskette adds about 30 seconds to the 
process. 


2. Modify and Copy 


This is similar to the Full Copy but allows you to change some responses to 
questions on the diskette that you are copying to. This is done by means of 
a menu and is fully explained in the 3174 Utilities Guide. This is a useful 
utility for organizations that wish to produce ”Pattern Diskettes” which are 
then modified for individual controllers. 


3. Copy Configuration 


This copies a configuration from one Control diskette to another. You can 
use this utility to make a backup Control diskette. You should carry out this 
process immediately after customizing the control diskette; it saves time 
and trouble should the original be lost or damaged. It only takes about one 
minute for the actual copying process, a considerable saving over the 3274. 
This process requires the Target diskette to already be formatted and 
contain Control Diskette data. 


4. Copy Patches 


This utility copies the patch files from one disk to another that are the same 
microcode levels. This operation applies to Control or Utility disks. 


5. Copy PAM 


This Utility is for copying the PAM from one Control diskette of the same 
configuration and release level to another. 


6. Copy Modified Keyboards 


This utility copies modified keyboard tables from one Control diskette of the 
same configuration and release level to another. 


7. Copy RPQs 


This copies merged RPQ data from one Control diskette to another. Be 
aware that doing so erases any RPQs already on the diskette that you are 
copying to. To move an RPQ from one diskette to another while retaining 
the original RPQs, use the Merge Procedure. 


The following copy utilities are available with Configuration Support B 
depending on the release level you have. 
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1. Copy Device Definition 


This utility copies the Device Definition files from one Control disk to 
another. The Device Definition files can consist of one or more of the 
following: 


e Logical Terminal Assignment (LTA) 

e Printer Authorization Matrix 

¢ Prompts for Extended Vital Product Data 
2. Copy Vital Product Data 


This utility copies the Vital Product Data files from one Control disk to 
another. 


Note: These Vital Product Data files are not created during 3174 
customizing. They are created when a user on an attached terminal uses 
Online Test 5 to enter Extended Vital Product Data for their terminal. Of 
course, to do this, the Control Disk must be IMLed in the 3174. 


4.3.1.9 Planning for Merge Procedures 
RPQs: This procedure allows you to: 


« Include or omit RPQs resident on a Control diskette at IML time 
¢« Delete RPQs from a Control diskette 
« Merge RPQs from an RPQ diskette to the Utility Diskette. 


You use RPQ Merge to move RPQs from the IBM supplied RPQ diskette to the 
Utility diskette, from where you can include them or omit them from IML. This is 
done by choosing the Merge RPQ option from the configuration menu. 


Remember an RPQ diskette can have up to 30 RPQs on it. A Control disk has 
Space for ten RPQs whether they are included or omitted at IML. If you need to 
make space then you can delete unwanted RPQs from the Control disk. 


DSL Diskettes: This is the procedure for merging DSL diskettes. The planning 
for and performing of the procedure can be integrated into one task carried out 
by one person. No worksheets are required or provided. 


If a 3174 has any DSL (Down Stream Load) device/feature attached to it then it 
must have a second diskette drive or a fixed disk drive for the use of the DSL 
disk. Examples of DSL devices are the IBM 3290 Display Panel and the IBM 
3179-G Graphics Display. The DSL diskette contains microcode needed by the 
DSL device which is entirely dependant on the 3174 for its microcode. When you 
switch on a DSL device, the only operation that it is capable of is attempting to 
receive its microcode from the 3174. 


If you do not have any DSL devices in the cluster, then you do not need a DSL 
diskette. However, you may need the second disk drive for other purposes 
described in this document. If you only have one type of DSL device, then 
simply put its DSL diskette into drive two. You do not need to use the merge 
procedure. However if you do have more than one type of DSL device in the 
cluster, then you need to merge the DSL diskettes onto one disk. 


The procedure is to call a menu and follow it to merge diskettes from one 
diskette (or more) to another. 
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4.3.1.10 Planning for a Microcode Upgrade 
Periodically IBM may issue an upgrade Control Diskette for maintenance 


reasons and/or add new function for the controller. 3274 users are familiar with 
this happening in the past. However, in the past this has generally meant 
re-customizing. Not too bad if the Configuration Data is handy. Microcode 
upgrade on the 3174 is dealt with by a utility on the Utility Disk called 
”“Microcode Upgrade”. Using this utility the responses from the previously 
customized Control Disk are copied onto the new later level microcode diskette. 
No re-customizing is required. This procedure is so straight forward no 
worksheet is provided or needed. 
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4.3.1.11 Central Site Change Management 
Using NetView Distribution Manager Release 2, 3174 Central Site Change 
Management (CSCM) is a method of managing and distributing microcode and 
customization data to 3174s in a SNA network. To use CSCM, you can build a 
library of 3174 customization data using the Central Site Customizing Utility 
(CSCU). 


The facilities provided in the CSCU utilities include: 
e Create the configuration for the 3174 
e Configure the AEA 
« Customize the PAM 


¢ Device Definition (Configuration Support-B only). 


The facilities provided in the CSCM utilities include: 
e Transmit the configuration to a remote 3174 
e Install the customization on the networked 3174 


e Activate the 3174 which has had a microcode update. 


To invoke the CSCU utility, you select an option from the Master menu when the 
utility microcode is loaded. The 3174 customization then requires additional 
questions, 500, 501, and 502, to be completed in order to use CSCM. Any 3174 
that will be in the central site change management network has to be defined to 
VTAM as a CSCM device; this is achieved by coding an additional LU with a 
LOCADDR of 7. For full detail of CSCM see NetView Distribution Manager 
Release 2, 3174 CSCM Implementation Guide. Also see the 3174 Central Site 
Customizing User’s Guide 


CSCM is provided at Configuration Support-A, and Configuration Support-S 
Release 4, although it is recommended that Release 5 or Configuration 
Support-B is used. 


4.3.1.12 Planning for Encrypt/Decrypt 
Note 


This feature is not available for the new Models 1XX, and 2XxX. It is only 
supported by Models 01R, 02R, O3R. Also note that Encrypt/Decrypt is not 
supported in Configuration Support-B. It is only supported in Configuration 
Support-A and Configuration Support-S. Optionally, RPQ 8Q0742 supports 
Encrypt/Decrypt on Models 01R, O2R, 11R, and 12R, using Configuration 
Support-A/S. 


This is the procedure for changing the master key value. 
lt is only used when you have the Encrypt/Decrypt adapter installed in the 3174. 
It should only be performed by a specially authorized person within the 


organization. 


You need: 


¢ The adapter security key (this is a real key) 
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e A master key value (this is a code). 


¢ A contro! Unit ID 


This is a very simple operation fully described in the Configuration Support-A/S 
Utilities Guide. |f you do not have any one of the above list or are unable to 
obtain the information requested in the guide, then you are probably not 
authorized by your organization and should get someone who is authorized to 
carry out this procedure. 


4.4 Customizing Procedures 


This section describes the physical customization of the microcode using the 
worksheets constructed in the previous “Planning” section. 


The 3/74 Utilities Guide contains instruciions on now io perform the procedurai 
parts of customizing. There really is not much to be said about these. If you 
have carried out the planning described in Section Two of the Planning Guide, it 
is just a matter of entering the worksheet information onto a display attached to 
port zero of the control unit. Like the 3274 this must be a CUT (Control Unit 
Terminal) such as a 3178 or similar. If you use a 3270-PC then it must be 
configured in CUT mode not DFT (Distributed Function Terminal). The 3774 


Utilities Guide contains information on how to do the following: 

e How to display the Master Menu 

e« Identifying Customizing Keyboard 

e How to Customize 

e Configure the Control diskette 

e Reconfigure the Control diskette 

e Merge RPQs 

e Modify Keyboards 

e How to Merge DSL code 

¢ How to Upgrade Microcode. 
It is not necessary to explain these here as they are really so easy to use, 
being menu driven. Once you get past the first two, you just follow the menus. 


The first two are the ones needed to start the process. To display the master 
panel: 


e Put the Utility Diskette in drive one. 
e Next hold A/t 71 and press IML. 
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e Press ENTER. 
If you have two diskette drives: 


¢ Put the Utility Diskette in drive two. 
e Next hold Alf 7 and press IML. 
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— The Controi Unit Display will read 40 
e Type 0240 on the keypad. 
e Press ENTER. 
Note: If your Utility code is on a fixed disk, you can load it by typing 0340 or 
0440 and pressing Enter. 


The 3174 loads the utility microcode and the display will eventually read 7000. If 
the display stops and the number does not change after approximately 45 to 60 
seconds, then check the number in 3174 Status Codes, GA27-3832, 


e.g; 7080: There is some problem with the display attached to port zero. (It may 
not be powered up or the coax may not be connected). If the check light comes 
on, then jook up the number shown on the 3174 Status display in the 3174 
Status Codes manual. This will tell you what the problem is. 


Identifying Customizing Keyboard: If you wish, for example, to use one of the 
following keyboards to customize the 3174, then you need to identify it to the 
3174 using the procedure Identify Customizing Keyboard in the 3174 Utilities 
Guide before you start the customization processes. 


e Austrian/German 
« Belgian 

e French AZERTY 
e Japanese English 


e Japanese Katakana 


If your Keyboard is not one of the above, then you should ignore this procedure. 


4.5 How to Select a Patch. 


To allow the 3174 additional function, you may be required to apply a patch or 
patches. The patch procedure provides the ability either to add two types of 
patches or to process an existing patch. The two types of patches that can be 
added are PC and Zap patches. The 3174 Maintenance Information manual for 
your 3174 Model includes detailed instructions on how to apply each type of 
patch. 


4.5.1 How to display the 3174 Test Menu 
If you just want to look at a customization panel, or error logs there is no need 
to run the utility disk. From a native attached CUT display you can do the 
following sequence: 


e Holding down the Alt Key, press the Test-Key. 
e When “TEST” appears in the OIA (Operator Information Area) press PF12. 
e Use the menu panels for simple selection 


e Use the Alt/Test keys again to exit test mode. 


These menus can also be displayed remotely using CSCF. 
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4.5.2 CSCF 


Central Site Control Facility gives you the ability in NetView Release 3, to both 
view the configuration file of a remote 3174 and run online diagnostics. 


From any NetView-supported console you can invoke the CSCF command and 
selective at the PU level ask for the details of any 3714 running Configuration 
Support-B. You are supplied at your remote terminal with the initial menu 
panel and a “new set of PF keys.” From the menu you can then select what 
function you require, and CSCf issues commands down to the 3174 to retrieve 
the information. 


For details see “Remote Console Facility” on page 309. 
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5. Token-Ring 3174 


5.1 Introduction 


This chapter discusses the 3174 controllers which attach to the IBM Token-Ring 
Network. Readers will find useful tips regarding physical installation, — 
customization, operating system considerations, backup/recovery, and 
performance. This chapter summarizes findings and experiences related to the 
installation of 3174 ring-attached models and gateways in a test environment 
with different operating systems and other Token-Ring attached devices. 


5.2 IBM Token-Ring Concepts 


The IBM Token-Ring Network is a general purpose Local Area Network (LAN) 
with the topology of a star-wired ring, using baseband signalling and 
token-passing protocols in conformance with the IEEE 802.5 standards for 
transmission control. Device attachments conforming to the IEEE 802.2 and 802.5 
standards may communicate over an IBM Token-Ring Network. 


The token passing technique for ring access control is based on a predefined 
bit pattern (24 bits), called a token, which continuously circles the ring. When a 
station has data to transmit, it waits until its station adapter detects a token bit 
pattern (token bit = Q). When the station waiting to send receives a token, it 
starts transmission of the data. | 


The transmitting station creates a frame by setting the token bit to 7; then it 
inserts destination and source addresses, control information and the data to 
be sent to the destination address. During the time the frame is being 
transmitted, no token is available on the ring (token bit = 1) and no other 
station can initiate a transmission (collisions on the ring are avoided). The 
frame is passed (received and retransmitted) by all stations on the ring until the 
station with a matching destination address receives it. 


The destination station copies the data to its internal memory and retransmits 
the frame after setting control bits to indicate that it recognized the address and 
successfully copied the data. 


When the frame returns to the originating station with control bits indicating 
successful transmission and receipt, it is removed from the ring. A new token 
is then created and transmitted, thereby permitting other stations to send data. 


An optional function available for the 3174 16/4MB Token-Ring Adapter is early 
token release This is an adapter configuration used only in the 16Mbps IBM 
Token-ring Network segments. Early token release gives network adapters 
more frequent access to a free token by allowing one token and one or more 
frames to circulate on the network at once. The use of early token release 
allows the sender to release a new token without waiting for the acknowledged 
frame to return. 
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9.2.1 Terminology | 
In referring to Token-Ring devices in the context of host communications, two 
terms are often used. They are: 


e Gateway 
e DSPU or down stream physical unit. 
A gateway is the host communication server. It links the Token-Ring to the host 


network, translating the Token-Ring protocol into that used for the host link. 
The gateway may also reassemble frames for transmission. 


The DSPU is the device on the Token-Ring requiring host connection via the 
gateway.. 


=| 


5.2.2 Types of Token-Ring Addresses 
The Token-Ring Adapter address field is six bytes (48 bits) in length and is, with 
minor variations in format, used as source address and destination address in 
frames sent from Network Station to Network Station. 


There are two different formats of token-ring addresses. The first one is called 
Universal address, which is the address given to the adapter card by the 
manufacturer at the factory; it is also known as the burned-in address or hard 
address. The second format is called the Locally Administered address, which 
is given by the user at customization time; it is also known as the soft address. 


Each Token-Ring Adapter card has a unique burned-in six byte address. The 
uniqueness of this address is administered by the IEEE among vendors, and 
internally by the vendor. 


For a Token-Ring environment without a host connection, the IEEE Universal 
address may be useful. The advantage of using the universal address Is its 
guaranteed uniqueness and the avoidance of local address administration. Be 
sure to keep a list of stations, some topologic information, and the 
corresponding universal addresses for TRN Management. 


When a Token-Ring is being set up for host connection through a gateway, the 
locally administered address is a more suitable implementation. The reasons 
are: 


¢ Generation of future DSPU devices is impossible for burned in addresses as 
you will not know what the address will be. 


e If a defective adapter is replaced, you won’t have to update the 
customization to include the new address. 


¢ From an operational point of view (CNM and TRN Management) it may be 
useful to make the address informative, instead of a random number. 
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5.2.3 Naming Convention Example for Adapter Addresses 
The Locally Administered addresses have 12 digits. The first four of them are 
fixed; the last eight digits may have any value less than or equal to 7FFF FFFF. 
The general format of such an address is: 


4000 cddddddd 


The first digit “4” indicates a soft address; the next three digits are reserved. 


The following is the naming convention used in the test configuration installed 
in our center; we considered mainly operational aspects for this naming 
convention. The topological information we used is the subarea number of 
VTAM or NCP, the ring number where the device is attached and a serial 
number within this ring. One digit is used to define the station type. 


LOCALLY ADMINISTERED ADAPTER ADDRESS ( 12 DIGITS ) 
FIXED (4 DIGITS) | VARIABLE ( LAST 8 DIGITS ) 
4000 a bb cc ddd 


a = Station Type 









— Not used (optional) 
— 3/7XX Gateway 

— 3174 Gateway 
=PS/2-DSPU 

3174 DSPU 

— AS/400 DSPU 

— other downstream PUs 
— reserved 


NOOR WMH © 
| 


not allowed 


al? 
EE 
| 


bb = Subarea number of NCP or VTAM 


cc = Ring number 


ddd= Unique identifier 


Figure 1. Locally Administered Adapter Addresses 


5.2.4 Getting the Universal TRN Address of the 3174 
After proper installation of the Token-Ring Adapter card, you may obtain the 
“burned-in” or universal adapter address by following the steps presented here. 
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The alphabetic characters of the universal address appear as other symbols; 
for this reason, the following table is included to help the reader to correctly 
interpret them. 


BITS 4-7 | Character displayed 


(dash) 


AMV WD > 
ur =m 


(blank) 


Insert the utility diskette (level S or B for the gateway, level A or B for the 
3174 DSPU) into diskette drive 1. 


At the operator panel, press and hold the ALT1 key. 

Holding the ALT1 key, press and release the IML key. 

When "40" is displayed, press the ENTER-Key. 

The display connected to port 26-00 will show the MASTER MENU. 
Enter a 4”, the DIAGNOSTIC TEST MENU appears. 


Enter “3110” 
“31” is the hardware group (HG) of the adapter. 
“10” is the function code (FC): “Display universal address”. 


16 digits, (e.g. “4535 1000 5A06 OOF2”) will be displayed; in this example, 
"4535” is the status code 
”“10005A” is IBM’s manufacturer ID 
(the first two bits in byte 0 of a universally 
administered address are ”00”) 
(the first two bits in byte 0 of a locally 
administered address are ”01”) 
"O600F2” is the unique portion of this adapter address. 


To make another selection, press ENTER. 


5.3 3174 Gateways 


This section addresses the 3174 gateway feature; however you should be aware 
that there are other IBM gateways available. The most suitable gateway will be 
determined by factors such as the function required, your budget and in many 
cases, on what hardware is already installed. 


Other IBM gateways include: 
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3720, 3725 or 3745 Communication Controllers with ACF/NCP and NTRI 
implemented. This can be used as a very high performance gateway for 
large Token-Ring Networks as it supports very fast host links and also has 
the benefit of being able to route traffic at the session level. 


The IBM 3172* can be used as a local (channel attached) gateway in 
situations where only a dedicated controller is required (no other device 
support). 


A PS/2 with OS/2 Extended Edition can be used as a remote gateway for 
smaller Token-Rings. This gateway is limited in function compared to the 


3174 gateway as it does not have features such as multi-host, it cannot 
support as many DSPUs and it has a limited number of host 
communications options. 


A PS/2 with DOS** and an emulator such as Personal Communications 3270 
can also be used as a gateway but this is less functional again. 


5.3.1 3174 Gateway Features 


some of the advantages and benefits of the 3174 Gateway are: 


It can be installed in a wide variety of configurations such as local and 
remote, both 4 Mbps and 16 Mbps and with multiple host support. 


Easy Customization and Maintenance 


Personnel experienced in customizing the 3174 will have to learn only a few 
new parameters. These new parameters have default values which (in most 
cases) will produce ready-to-run configurations. 


Customization for backup units can be avoided if the 3174 copy procedure 
is used. The microcode update procedure allows the customer to upgrade 
the microcode level of the 3174 Gateway. Each procedure will take about 
two minutes. 


Ring Error Monitor (REM) Facility 


This is an exclusive facility of the the 3174 Gateway. It allows the 
Token-Ring errors to flow through the gateway and be reported to NetView 
in the host as alerts. As several 3174 Gateways can be active at the same 
time in the Token-Ring Network, additional information can be added to 
identify which gateway is reporting the alerts. 


Dual Function: Gateway/Controller 


The 3174 gateway can also be used as the controller for its attached 
terminals. 


Efficient Backup/Recovery 


It is possible to define and IML two 3174 Gateways with the same 
Token-Ring addresses. The gateway which finishes the IML first will 
become the main gateway and the other will become the backup gateway. 
See “Backup and Recovery” on page 120 


Performance vs. Cost 


The 3174 local gateway can handle from 35 to 40 transactions per second 
with a utilization of 65 to 70% at a relatively low cost. 


Reliability 


Because the 3174 is dedicated to providing host access to its supported — 
devices, it is not affected by other things happening in the network. A PS/2 
gateway, if not dedicated, may require re-booting if a hang occurs in a user 
program and this would disrupt all users of the gateway. 


Conversely, if a problem does occur on a 3174, it can be restarted without 
affecting a large part of the network such as would occur if a 3745 required 
an IML. 
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5.3.1.1 Multi-Host Gateway Considerations 
One of the major differences between the gateways is the host routing 
capabilities. In an SNA network, the sub-area network has routing designed 
into it. This is implemented in the SNA layers of VTAM and NCP and it means 
that with just a single link, a user can access any application in the network so 
long as it resides on one of the host processors which form part of that 
network. If you need to access a host processor in another network, then you 
can use the SNI (SNA Network Interconnect) implementation to do this at the 
NCP ievel. 


For many reasons such as complexity, security and software compatibility, 
many customers choose not to implement SNI. Also, if one of the host 
processors is an AS/400 or any other processor type which will communicate 
downstream to a PU T2.0, but not participate in the SNA sub-area routing, then 
an alternate means of connectivity is required. 


The routing provided by the 3174 is at a physical level rather than the dynamic 
routing of the sub-area network. You define each terminal’s connection at 
customization time and if the user wishes to change hosts, it is done by 
hot-keying. 


So, the 3174 multi-host support can be used to provide simultaneous access to 
multiple hosts, either in the same network or in other networks and to a wide 
variety of hosts in a simpler manner than the NCP gateways; however you will 
need to install a separate line to each 3174 which requires these additional 
connections. The SLMH (Single Link Multi-Host) support now available in the 
3174 (See “Single Link Multi-Host Support” on page 243) improves on this 
situation but it is still different to NCP routing. 


Consider the differences between using SNI and 3174 SLMH. With SNI, only one 
link is required for anyone in the network to have access to another host. The 
session is set up by VTAM and the user may be entirely unaware that he or she 
is connected to a different network. 


To achieve this using the SLMH feature of the 3174. A gateway and hence a 
separate line would have to be set up on each LAN in the organization where a 
user requires access to the other network. The user would hot-key to the other 
session when changing from one host to the other. The decision then comes 
down to: 


e How many users need access to other hosts 

e Where they are located 

e What kind of hosts | 
¢ How much you want to spend on communications lines. 
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rror Monitor (REM) 
The 3174 Gateway microcode includes a function to report Token-Ring errors to 
the host. This function is called the Ring Error Monitor; it performs analysis of 
non-random error conditions on a real-time basis. In case of a failure of one of 
the stations in the ring, the REM derives information indicating the two 
consecutive adapters and the media in between them most likely to be causing 
a failure. Other type of ring errors are also accumulated and reported to 


NetView when thresholds have been exceeded. 


62 3174 Installation Guide 





This information is presented to the host on the SSCP-PU session in the form of 
Alerts, Link Events and PD Statistics. 


This is one of the advantages of the 3174 gateway compared to the NCP 
Gateway. It presents information about the entire Token-Ring Network to the 
host, while the TIC (the Token-ring Interface Coupler used on the 37X5 
controllers) is only able to report its own status. Token-Ring errors are shown 
at the operator panel of the 3174 as ”“5xx” and ”8xx” status codes, and hardware 
errors of the Token-Ring adapter are shown as ”3xx” status codes. 


Note: When you elect to customize for the Ring Error Monitor, you must also 
customize for the Alert function. Otherwise the REM data cannot be sent up to 
the host. 


5.3.2 Hardware Requirements for Gateway 
There are three 3174 features which provide gateway support. They are: 


1. Feature 3025 
2. Feature 3026 
3. Feature 3044 


Feature 3025 is now obsolete. It was limited to 4 Mbps and did not support the 
early token release or the larger ring frame size. It will not be covered in any 
detail here, however you may consider it compatible with the new adapters 
providing they are installed at 4 Mbps and do not use early token release or 
greater than 2K frames. Feature 3025, if installed, can be recognized by the 
card type “9350.” 


Feature 3026 and feature 3044 both use the same hardware adapter. This is 
card type “9351.” The difference between them is that feature 3026 comes with 
microcode Configuration Support-S and feature 3044 does not have any 
microcode included. To use feature 3044 as a gateway, you need to have 
Configuration Support-B installed on your controller. 


Notes: 


1. Feature 3026 can be used with Configuration Support-B and you will get the 
same function as feature 3044, however you will pay more for this 
configuration as the price of feature 3026 includes the price of the licensed 
internal code Configuration Support-S. 


2. Feature 3044 will work with Configuration Support-S but unless you have 
already installed feature 3025 or 3026 on your machine, you will not be 
licensed to use Configuration Support-S. Keep in mind that Configuration 
Support-B provides additional functions, such as Multi-host Gateway 
support and Group Poll. 


When you order the gateway feature, you will also receive a 2.4m (8 ft) 


communications cable with connectors to the adapter and the IBM Cabling 
System or a Multi-Station Access Unit (MSAU), respectively. 
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Warning 





Be careful to install the adapter card in the correct location according to the 
Customer Setup Instructions. Installing the Adapter in the wrong slot can 


cause severe problems to the host system on locally attached 3174s. 


5.3.2.1 Model Dependencies 


The Token-Ring Gateway feature can be installed on any 3174 models except: 


The DSPU models, X3R, 
The small models 8XR, and 9XR. 


Notes: 


2. A 3174 with a Token-Ring Gateway installed can be customized as a DSPU. 
(You may find this useful for contingency planning.) 


5.3.3 Gateway Microcode 
The gateway is supported by 3174 Controller microcode Configuration Support-S 
or Configuration Support-B. 


If you are installing feature 3026 you will get replacement Contro/ and Utility 
diskettes to be customized in place of the existing Contro/ and Utility diskettes 
for Configuration Support-A. They will be equivalent to Configuration Support-A 
in other functions except that Configuration Support-S does not support BSC 
communications, X.25, nor will it operate as a DSPU. This microcode will not 
affect the installation or proper functioning of any RPQs available for installation 
in the 3174. 


Configuration Support-B is the preferred microcode to use for the 3174 
Token-Ring Gateway. It contains more function than Configuration Support-S 
for gateway support and it is still being enhanced, whereas Configuration 
Support-S will not have any new functions added. 


some of the features in Configuration Support-B that are not possible with 
Configuration Support-S are: 

e Group Poll. See “Group Poll” on page 91 

e Support for 250 DSPUs 

e Single link multi-host support 

e« Multi-host gateway (CCA access from gateway) 


¢ Duplex support. 


5.3.4 Storage Requirements 
The amount of 3174 storage required to support the gateway feature will 
depend on: 


e Which level of microcode you use. Configuration Support-B is functionally 
richer than Configuration Support-S but it requires more storage. 


e How many DSPUs will be attached to this gateway. 
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To calculate the amount you need you should look in the planning guide for the 
release level you are using under the heading “An Overview of Controller 
Storage Planning” The manual numbers to reference are: 


GA27-3844 [BM 3174 Planning Guide for Configuration Support A and S 
GA27-3862 /BM 3174 Planning Guide for Configuration Support B 


The charts are reproduced in “Storage Charts” on page 339 


As a Starter, if you are installing a gateway with Configuration Support-B, you 
will need at least 2176 KB of storage, which is enough to support up to 28 
DSPUs. With 3 MB of storage you can service up to 72 DSPUs. 


Be aware that the old model controllers (QOXX and 5XX) have only 1 MB base 
Storage and the new controllers (1XX, 2XX, and 6XX) have 2 MB of base 
storage. 


5.3.4.1 Model 90R Gateway Storage 
The Model 90R warrants special mention when it comes to calculating storage 
for your gateway. As the 9OR is only supported by Configuration Support-B and 
only comes with 2 MB of storage, it would appear unable to support a gateway. 
However, the 90R actually creates a subset of Configuration Support-B at 
customization time and it can, in fact, support up to 40 DSPUs as a Token-Ring 
Gateway. 


Storage is available for the 3174 in either 1, 2 or 4 MB increments to a 
“maximum of 6 MB on the 1XX, 2XX, and 6XX machines. It is recommended to 
use the larger increments if feature slots are scarce on your machine as the 
storage cards in the large machines occupy the same slots as some of the 

feature cards. 


5.3.5 Devices Supported by the Gateway 
The 3174 gateway feature can support up to 250 DSPUs at Configuration 
Support-B and 140 DSPUs at Configuration Support-S 
The actual number you install will depend on several factors including: 
e The speed of the upstream port/s. 
e The response time required 
e The use of Group Poll on remote gateways 
e The volume of traffic expected to flow through the gateway 
e Storage available in the 3174. 
The gateway will not participate in communications on the ring itself and it will 


not be an inhibitor to such communications (e.g. between two PS/2 workstations 
attached to the ring). 


Any combination of the following devices can be attached to the 3174 
Token-Ring Gateway as DSPUs. | 
e 3174 DSPU 


e PC or PS/2 using APPC/PC 
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oystem/36 PU using APPC 

system/36 using 3270 emulation 

AS/400 PU using APPC 

AS/400 using 3270 emulation 

IBM RT System using OEM 3270 emulation 

IBM RS/6000 using OEM 3270 emulation 

IBM 9370 

PC or PS/2 with 3270 Workstation Program 1.1 

PC or PS/2 with OS/2 EE 1.1 

PC or PS/2 with PC 3270 Emulation Program operating as a PU 

Personal Communications/3270 PC or PS users in Network Station mode 
Personal Communications/3270 as a gateway for other downstream users 


OS/2 EE 1.2 used as a gateway for other PC/PS products downstream. 


Note: PCs using PC 3270 Emulation Program Version 3 are a PU through the 


3174 token-ring gateway when configured in: 
e Standalone mode 
e Gateway mode supporting other PCs in Network station mode. 


¢ Gateway with a network station mode. PC 3270 EP V3 in network 
station mode act as LUs off the PC gateway PUs. PC as LUs do not 
have host addresses defined. 


The number of SNA logical units (LUs) supported by each PU and the protocols 
used by these LUs are transparent to the Gateway. Each DSPU attached to the 
Token-Ring appears to the host as an addressable PU T2.0. 


The local gateway can only be an SNA device and the DSPUs are addressed as 
contiguous sub-channel addresses starting from the gateway address. 


DSPUs attached to a remote SDLC gateway are addressed as multi-point 
controllers with contiguous addresses starting from the gateway address. 


At 3174 customization time a list of Token-Ring addresses of the devices to 
which the 3174 Gateway is going to give service is defined. The 3174 Gateway 
will give service only to devices within this list. If DSPUs have to be added or 
deleted from this list a gateway customization is necessary to update the new 
configuration. | 
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5.3.9.1 Coaxial Attached Devices 
Apart from performance considerations, the 3174 Gateway does not affect the 
operation of the displays, printers or workstations directly attached. 
The following devices were tested coax-attached to a 3174 gateway: 
° 3178 
° 3179 
¢ 3179G 
¢ 3180 
° 3192C 
e 3193 
° 3471 
e 3472 
e 3472G 
¢ 3270PC. 


5.3.6 Host Software Support 
The 3270 Token-Ring Gateway is supported by the following programs and 
versions: 


e ACF/VTAM under MVS, VM and VSE 
VTAM Version 2 Release 1 and later support the 3174 gateway. 


e ACF/NCP V4.3.1 or V5.2.1 if group poll is required; (see “Group Poll” on 
page 91.) otherwise, no specific version or release is required as the 
remote controllers, both gateway and DSPU will appear as controllers on a 
multi-point line. 


e NetView Version 1. 


¢ Application programs supporting 3274-41A with Configuration Support-D Rel. 
65 need not be altered, unless they interpret certain SNA sense information, 
see 3174 Planning Guide. 


For a list of the software maintenance required for Token-Ring Gateway support 
refer to “VTAM APARs for the 3174 Gateway” on page 335. 


This list is current at the time of publication of this document. 
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5.4 3174 Local Gateway 


The 3174 local gateway is an easy and efficient way to connect DSPU devices to 
the host. Because it is channel attached, it can handle a very high throughput. 
The gateway feature can be installed on any “L” model 3174 attached as an 
SNA controller. | | 


The following sections describe the environment and definitions required to 
install a local gateway. See “The Remote Gateway” on page 80 for simiiar 
detail on remote gateway installation. 


Most of this information is documented from installation experiences at our test 
facility. Figure 2 illustrates the configuration we used. 


Host Processor 


Channel 
addresses E40-E46 





E41 3174 E46 


Gateway 
3174 PS/2 


Token-ring LAN 


£42 £43 E44 E45 
3174 PS/ 2 PS /2 PS /2 


Figure 2. 3174 local gateway configuration 


5.4.1 Systems Definitions 
The local gateway is supported in the following operating system environments: 


¢ MVS 
¢ VM/SP 
e VSE 
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5.4.1.1 Host Addressing 
In all of these environments, when using a local 3174 gateway, a token-ring 
device becomes an SNA PU with attached LUs. Each PU appears to VTAM and 
to the host operating system as if it was a local SNA 3270 control unit. Within 
VTAM each control unit (PU) is identified by its own separate channel address. 
The 3174 gateway resolves this channel address to the device’s token-ring 
address by use of an internal 3174 table that is defined during the 3174 
customization procedure. 


Thus to begin your host I/O (and VTAM planning), you need to identify the PU 
requirements for your token-ring. Then you need to define for your SCP 
(operating system) the channel addresses for the PUs. See “Devices Supported 
by the Gateway” on page 65 for a list of downstream devices requiring a 
defined channel address. 


In our example, we have the gateway 3174 at address E40 and six PUs using 
the 3174’s gateway feature. The addresses defined are: E40 (3174 with 
gateway), E41, E42, E43, E44, E45 and E46, for a total of 7 addresses. 


Due to past procedures for addressing devices, to have proper operation of 
local 3174 gateway you should: 


¢ Ensure that the host 1OCP and host operating system address range start 
on a hex 16 boundary. That is, the last digit of the address is ‘0’. For 
example, 200, 240, 2CO, 480, 860 are valid. 


e Try to have the address range defined to the host consist of a multiple of 
eight devices. That is, the last address will end in hex ’7’ or hex ’F’. The 
following represent valid ranges: | 


— 200-207 (8 addresses) 
— 200-20F (16 addresses) 
— 200-21F(32 addresses). 


For our examples with six DSPU devices you should, at a minimum, define to 
the host (IOCP and IO gen) the address range of E40-E4F. 


These restrictions are not 3174 restrictions; the 3174 base address does not 
need to start on a ‘0’ boundary nor have only a multiple of eight addresses 
defined. These limitations exist within IOCP and the operating system IOS 
subsystems. Since I/O and host IOCP generations are not quickly implemented, 
you should consider defining extra device addresses. A recommendation is to 
use larger address ranges of 16 or 32 devices for the I/O generation. Thus 
instead of generating 16 devices for our simple example above, we would 
define a block of 32. In VM systems it is mandatory to do this; in MVS and VSE, 
this addressing is desirable. 


Be aware, however, that in defining extra devices, the unused addresses may 
cause Operator messages at host IPL time indicating these addresses are not 


available. 


Also, it is wise to ensure that the channel having the local 3174 gateway has an 
appropriate address range to allow for future growth. 
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5.4.1.2 Host Input/Output Configuration Definitions 
There are some special considerations for the |OCP when defining the local 
3174 Token-Ring Gateway because of the number of devices addressed. A 
non-gateway SNA 3174 supports only one I/O address at a time, whereas the 
gateway has several. 


It is important that you review the following differences and restrictions. 
For 370 mode channel operations the unit control word (UCW) sharing differs 


between the gateway 3174 and the non-gateway 3174. These differences are 
illustrated in the following table. 


Table 3. 3174 Local Gateway IOCP Requirements 


Channel Non-gateway | Gateway 3174 (and DSPU devices) 


Type 3174 | 
non-shared 
3/0/XA Byte | Non-shared | Non-shared 


370/XA Non-shared 
Block 


To specify shared status you specify the SHARED= parameter with either Y or 
YB. Y should be used for $/370 block mode. In 370 and XA byte mode 
SHARED=N is required. 370 XA block may be specified with YB or N. 





















Non-shared 













Shared or non-shared 





For IOCP definitions treat the 3174 gateway and the Token-Ring addresses as 
3791, 3705, or 3725 controllers. Typically a 3791 definition is used with MVS and 
either 3705 or 3725 with a VM system to agree with the SCP’s Input/Output. 
since the UNIT =parameter on the CNTLUNIT statement content is not 
validated, many users are now coding UNIT = 3174S (S for SNA) for 
documentation purposes rather than using 3705, 3725, or 3791L. 


The 3174 requires that PROTOCL=D be specified. 


Warning 





The 3174 gateway and its associated channel address range must be 
defined in a SINGLE CNTLUNIT IOCP statement. Use of multiple CNTLUNIT 
Statements can cause 1OS071I Start Pending errors or performance 


nenhlame 
Viviun. 


It is also recommended that, in the UNITADD parameter, the beginning address 
end with hex ”0” and that the number of addresses should be a multiple of 
eight. Remember that the 3174 is fooling the system into thinking that there are 
multiple real SNA 3174 control units attached when there is really only one. To 
make this work correctly the single statement is required to inform lOCP 
scheduling of only one 3174. A hex “0” boundary for the first address with a 
multiple of eight makes the definition more consistent with older control units 
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5.4.1.3 MVS 


5.4.1.4 VM/SP 


having multiple addresses. The use of xxO address and multiple of eight 
addresses will prevent any IOCP (or operating system) scheduling mistakes that 
could be caused by scheduling techniques that would assume these 

boundaries. 


An |ODEVICE macro must be coded for the 3174 local gateway and the attached 
DSPUs. The UNIT parameter of the IODEVICE macro must be coded *3791L.” 
The ADDRESS parameter of the IODEVICE macro allows specification of 
multiple Token-Ring attached devices. In our example we have coded a range 
of 16 addresses. 


The code for our installation ts: 


DEVE40 IODEVICE UNIT=3791L, 


ADDRESS=(E40, 16) 





Figure 3. MVS Local Gateway Definitions 

Note: For Models 12L and 22L, the IODEVICE macro is coded "3174". 

The following examples are valid VM definitions for the 3174 local gateway and 
for the attached DSPUs 

These definitions can be used if the Gateway Is attached to a virtual guest 
machine (e.g. VSE/VCNA) or if the Gateway is attached to the so called “native” 
VTAM directly under VM. 


For the Gateway: 


RDEVICE ADDRESS=E40, DEVTYPE=3705 ,ADAPTER=TYPE4 ,MODEL=H8, 
CPTYPE=NCP 


RCTLUNIT ADDRESS=E40, CUTYPE=3705, FEATURE=16-DEVICE 
RCHANNEL ADDRESS=E, CHT YPE=BLKMPXR 





Figure 4. VM Local Gateway Definition 


The FEATURE parameter of the RCTLUNIT macro in Figure 4 specifies the 
maximum number of Token-Ring attached cluster 3174s or workstations 
supported by a single local 3174 with the gateway feature installed. The value 
given in the FEATURE parameter must be a multiple of eight. 


5. Token-Ring 3174 71 


For the DSPUs: 


RDEVICE ADDRESS=E41,DEVTYPE=3705, ADAPTER=TYPE4 ,MODEL=H8, 
CPTYPE=NCP 

RDEVICE ADDRESS=E42, DEVTYPE=3705, ADAPTER=TYPE4 ,MODEL=H8, 
CPTYPE=NCP 

RDEVICE ADDRESS=E43,DEVTYPE=3705, ADAPTER=TYPE4 ,MODEL=H8, 
CPTYPE=NCP 


RDEVICE ADDRESS=E44, DEVTYPE=3705, ADAPTER=TYPE4 ,MODEL=H8, 
CPTYPE=NCP 

RDEVICE ADDRESS=E45 , DEVTYPE=3705, ADAPTER=TYPE4 ,MODEL=H8, 
CPTYPE=NCP 

RDEVICE ADDRESS=E46, DEVTYPE=3705, ADAPTER=TYPE4 ,MODEL=H8, 
CPTYPE=NCP 





Figure 5. VM Local DSPU Definition 


For Configuration Support-S. where the maximum number of workstations or 
controllers supported by the gateway feature is 140, the parameter should be 
coded: 


FEATURE=144-DEVICE 


to support the full configuration. 


For Configuration Support-B where 250 DSPUs can be defined, 
FEATURE=256-DEVICE 
should be coded. 


The value given in the ADDRESS parameter of the RCTLUNIT macro must end 
with a "0". 


An RDEVICE macro must be coded for the Gateway itself and for each 
Token-Ring attached cluster controller or workstation (PU). 


Warning 


If there are more DSPU definitions in the 3174 Gateway than VM RDEVICE 
macro definitions, any attempt to bring up the gateway will lead to a VTAM 





hang. 


5.4.1.5 VSE 
VSE/SP2.1 will not automatically recognize and generate ADD statements for 
locally attached 3174 Models O1L, 11L, 12L, 21L, and 22L. The user must 
manually include ADD statements, as in Figure 6 on page 73. 
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5.4.1.6 VIAM 


For the Gateway: 
ADD E40,3791L,EML 


For the DSPUs: 


ADD £41,3791L,EML 
ADD £42,3791L,EML 
ADD £43,3791L,EML 
ADD £44,3791L,EML 
ADD £45,3791L, EML 


Figure 6. VSE Local Gateway Definition 


The emulation parameter (EML) is necessary to inform VSE/SP2.1 that.the 
3174-01L/11L/12L/21L/22L is to be handled as a 3274-A41. 


If (n) Token-Ring nodes are supported through a single 3174 Gateway, (n+ 1) 
VTAM PU macros must be coded for local, channel-attached SNA controllers. A 
sub-channel address must be defined for the gateway and each Token-Ring 
attached cluster controller or workstation. The sub-channel address assigned to 
the gateway must be the lowest address in the ring, and all sub-channel 
addresses must be contiguous. 


In VTAM Version 3.1.1, the SECNET parameter of the PU macro must be set to 
“YES” for all DSPUs but not for the gateway itself. 


The size of the host buffers multiplied by the number of host buffers must be 
large enough to accommodate: 

e The Link Header (min. 4 Bytes, max. 32 Bytes) (LH) 

e The Transmission Header (TH) 

e The Request Header (RH) 

¢ A minimum of 256 bytes of user data (RU). 


The size of the host buffers is defined in the ACF/VTAM start options: 
e MVS: The buffsize value of the IOBUF buffer pool 
e VSE: The buffsize value of the LFBUF buffer pool. 


The number of host buffers is defined in the MAXBFRU parameter of the PU 
macro for the local SNA minor node. 


5.4.2 Customization 


If the Token-Ring Gateway feature is installed on a controller already used as a 
non-SNA or as an SNA channel-attached controller, a new customization must 
be performed with Configuration Support ”S” or “B”. In case the controller was 
used as a non-SNA controller, the host system definitions must be done again. 
Remember that the gateway customization can be done in any model of the 
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3174 controller. (At IML time, the 3174 will determine whether there is any 
incompatibility between the hardware and the microcode.) 


Only those customization questions dealing with the Token-Ring Gateway 
Feature are discussed in this chapter. See “Connectivity and Customization 
Examples” on page 253 for 3174 gateway customization examples. 


5.4.2.1 Question 100: Model Designation 
Enter xxl in response to this question, since the gateway is a channel attached 
model where xx is the appropriate local model number as written on the box. 


5.4.2.2 Question 101: Host Attachment 


Enter a 5 in response to this question if single host support is required. 


Enter an M in response to this question if multi-host support is required. If 
multi-host is chosen, you will be presented with a customization screen for 
each host you define. Multi-host is covered in more detail in “Multi-Host 
Connectivity” on page 239. 


5.4.2.3 Question 104: Control Unit Address 


Response: The two-digit address of the gateway. 


The host system recognizes this as the controller address assigned to 
represent the I/O address of the 3174 Gateway as an SNA Physical Unit. For 
example, enter 40 if the CUADDR parameter of the VTAM PU macro for the 
gateway has been coded £40 (E being the channel address). 


5.4.2.4 Question 105: Upper Limit Address 

| This question works, in conjunction with question 104, to set the range of 
channel addresses that the 3174 will recognize. Question 104, the lowest actual 
sub-channel address, and question 105, the upper sub-channel address, provide 
the range of sub-channels used by the gateway feature. This range defines the 
number of DSPUs being configured. The sub-channel range is checked to 
ensure that it does not exceed the maximum number of DSPUs supported by 
the feature (plus one for the gateway itself); the response to question 105 
minus the response to question 104 therefore cannot be greater than 140 (X’8C’) 
for LIC Level S and 250 (X’FA’) for LIC Level B. 


Addresses reserved here (even if they are not used) cannot be used by other 
devices on the channel. 


If you do not want to define any DSPUs attached to the Token-Ring, your 
response to question 105 must be 00 or must be equal to the response to 
question 104. This prevents the Token-Ring customization panels from being 
presented. 


5.4.2.5 Question 150: Token-Ring Network Gateway 
This question is not applicable to Configuration Support-S. 


Specify 7 to include gateway support. 
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5.4.2.6 Question 223: Attention Delay Value (SNA) 
Attention delay is not implemented for the 3270 Token-Ring Network Gateway 
feature. Therefore, any response entered here will be ignored by the gateway 
microcode. 


5.4.2.7 Question 900: Token-Ring Network Address for the Gateway 
The response must contain 12 hexadecimal digits for Configuration Support-S or 
Configuration Support-B Release 1. From Configuration Support-B Release 2, 
the SAP address will also be included on this screen. The response cannot be 
all zeroes. The format is: 


4000 annn nnnn_ ss 


Where: 
4000 is the fixed part of the address 
a must not be greater than X'7' 
n can be any value from X'0' to X'F! 
SS is the SAP address (if displayed) 


Note: The SAP address will default to X’04’ 


See “Naming Convention Example for Adapter Addresses” on page 959. 


5.4.2.8 Question 905: Ring Error Monitor (REM) 
The response must be "1” (REM active) or ”0” (REM inactive). Default is “1”. If 
you answer "1” to this question, be sure that you turn on the Alert function in 
Question 220 so that the REM data will be sent to the host. 


5.4.2.9 Question 908: Link Subsystem Name 
The response must be six alphanumeric non-blank characters for Configuration 
Support-S or eight for Configuration Support-B. The default value is /BMLAN. 


This name should be unique for each gateway controller and it should be 
included in your installation naming conventions because it is inserted into 
each Alert-RU travelling upstream to the host. 


5.4.2.10 Question 911: Ring Speed of the Gateway 


The default response is 0. Possible responses are: 


e 0 = 4Mbps with normal token release 

e 1 = 16Mbps with normal token release 

e 2 = 16Mbps with early token release. 
NOTES: 


1. For controllers with a 4Mbps Token-Ring adapter installed, 0 is the only 
valid response. 


2. For controllers with a 16/4Mbps Token-Ring adapter installed, 0,1, or2isa 
valid response. A response of 2 is recommended for large networks. 
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5.4.2. "1 Question 940: Ring Address Assignment : 
This question comes up in the form of a panel with four columns in the left half 
of the figure and the same four columns repeated in the right half. Each 
half-line relates the host sub-channel addresses to the gateway or to 
downstream PU addresses, providing in this way the logical mapping between 
both. The panel displays as many entries as devices were specified in 
questions 104 and 105. 


Note: The entry for the gateway (the first entry) is already filled in based on 
your answer to question 900 and you cannot alter it here. 
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Column 1 (S@) 


The sub-channel addresses.are provided automatically in this column. 
They are derived from the range of sub-channels entered in questions 104 
and 105. If the number of DSPUs is greater than the number of half-lines 
fitting on one panel, additional panels will be presented. 


Column 2 (Ring@) 


In this column; the 12-digit token-ring addresses of the DSPUs must be 
entered. 


Column 3 (SAP@) This column defines the service access point (SAP) ID. 
The combination of the ring address and the SAP must be unique. Some 
attaching products may appear as multiple SNA physical units and therefore 
have multiple SAP addresses and a single Ring address. Refer to the 
installation manuals for the products you wish to attach for more 
information. 


A 3174 DSPU using SLMH over this gateway is an example of a device with 
multiple SAPs for the same token-ring address. 


If the ring addresses are different, the SAP-IDs may be equal for the 
Gateway and all DSPUs. 


If the downstream PU to be defined here is a 3174 DSPU running 
Configuration Support-A the SAP ID has to be ’04”. (It is hard-coded within 
the Configuration Support-A microcode). One link connection is maintained 
over this SAP. The SAP ID of the 3174 local gateway itself is also 
hard-coded as “04” if Configuration Support-S is used and is forced during 
the customization. 


SAP addresses specified here must be a multiple of four in the range of 
X’04’ - X’EC’. 


Column 4 (T) The response in this column is used to calculate the default 
l-frame size and maxout value presented on the next panel (941). AQ 
response sets the I-frame size to 256 bytes and the maxout to 2. 


A 7 sets the values to 2042 and 2 respectively. The 0 response is suitable 
for workstations, however if you have a 31/4 DSPU or any device which can 
handle large RU sizes then you should use the large values instead as this 


will improve the efficiency of the ring. 


9.4.2.12 Question 941: Ring Transmission Definition 
The Ring Transmission Definition panel presents the default values for the 
Token-Ring maximum I-frame size (F-field) and the window size (W-field) based 
on the type entered by the user on the Ring Address Assignment panel. The 
user has the option at this point to change these values or to accept the 
defaults. If he wants to accept the defaults for all of the DSPUs, he should 
press the PF key for FWD and continue the configuration process. The current 
implementation for the default values is as follows: 


Workstation (T=0) entry © ( 265 value) 2 
entry 3 (2042 value) 2 


Controller (T=1) 
Figure 7. Ring Transmission Definition Values 
















Valid entries for maximum I-frame size are: 
¢ O for 265 bytes 
¢ 1 for 521 bytes 
2 for 1033 bytes 
3 for 2042 bytes 
¢ 4 for 4105 bytes 
5 for 8201 bytes. 


It should be noted that the values for maximum I-frame include the additional 
bytes for the SNA header. 


The maximum out window size is the number of I-frames the 3174 gateway 
transmits before waiting to receive an acknowledgment. The valid maximum 
window size is based on the user’s entry for the F-field. Current 
implementation of this algorithm yields the following: 


I-FRAME SIZE ENTERED MAX WINDOW SIZE 


265 bytes 
521 bytes 
1033 bytes 
2042 bytes 
4105 bytes 
8201 bytes 





Figure 8. Frame Size Compared with Window Size 


Note: 3174 Token Ring Gateways equipped with the Type 3A Dual Speed 16/4 
Mbps Communication Adapter can send and receive I-Frames with a size of up 
to 8201 (8192 + TH+RH) bytes. 
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The sub-channel addresses (along with their corresponding ring addresses and 
their SAP-IDs) also appear on this screen based on your answer to question 940 
but they are protected and you cannot change them here. 


l-Frame Size and Window Size Considerations: This section defines the — 
interrelationship between the I-frame size (F-field) and the Window size (W-field) 
of the 3174 Gateway with question 380 (Max. receive I-frame size) and question 
381 (Receive window size) of the 3174 DSPU. 


Note 








In Configuration Support-B Release 2 and higher, questions 380 and 381 will 
no longer be asked when customizing a DSPU 3174. These values will 
default instead to the following: 


4 Mbps token-ring Size = 2042 Window=1 
16 Mbps token-ring Size =4105 Window= 1 






The following section will only apply to DSPUs at Configuration Support-A or 
Configuration Support-B release 1. 






Accepting the default values given by the 3174 customizing procedure for the 
gateway and the DSPU will give an operative environment. However, the 
following points should be taken into consideration to improve the performance 
of the Token-Ring Network and the total response time of the system. 


The I-frame size of the 3174 Gateway and the Token-Ring attached workstation 
must be the same. If it is a 3174 DSPU, the response to the F-field should 
match the response to question 380 during customization. 


The W-field defines the number of frames that the 3174 Gateway will send to the 
downstream node before suspending transmission to await acknowledgement. 
Question 381 defines the number of frames that the 3174 DSPU will receive 
before it sends a supervisory frame to acknowledge receipt of the frames (if 
inbound data is being sent to the host, this Token-Ring acknowledgement would 
be piggybacked on the data). 


lt appears that the supervisory frame sent by the 3174 DSPU adds very little to 
Token-Ring congestion. Therefore, it may often be advisable to set question 
381 to 1 because this ensures that the frame is acknowledged and there is very 
little chance that the sender (the 3174 Token-Ring Gateway, for instance) will 
need to suspend to await this acknowledgement. If Token-Ring congestion is a 
concern of the user, a value greater than 1 could be specified in question 381. 


In most cases, performance can be improved by making the W-field value 
greater than the value in question 381. This will allow the 3174 Gateway to 
continue transmission while the 3174 DSPU is processing the data it received 
already and is sending the response back to the 3174 Gateway. If they are 
equal, then the 3174 Gateway will probably suspend when it has transmitted 
the number of frames designated by W-field. Since the acknowledgement is not 
ready to be sent until the 3174 DSPU has received the data, there is a delay in 


sending the acknowledgement, and thus the 3174 Gateway will suspend. 
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The W-field value should never be set less than value in question 381 because 
this will definitely cause suspension of transmission while waiting for 
acknowledgement, and thus degrade performance. 


If the path from the 3174 Gateway to the 3174 DSPU contains Token-Ring 
bridges, there may be justification for making the difference between the W-field 
and 381 value greater than 1. This is because of the delay introduced by 
copying data from one ring to another by the Token-Ring Bridge. 


In addition, one must remember when Specifying W-field values, that the buffers 
are retained by the Gateway until the data in the buffers are acknowledged. If 
the W-field is significantly large, then the Gateway could deplete its buffer 
resources frequently and thus decrease performance. 


If the value in question 381 is set to 1, then the best value for the W-field is 2 or 
3 if no bridges are used and slightly larger if bridges are used. This should 
prevent suspension of transmission, but shouldn’t cause continual depletion of 
buffer resources. 


5. Token-Ring 3174 79 


5.5 The Remote Gateway 


There is frequently a requirement to access a remote host site across a 
“wide-area network” based on IBM’s System Network Architecture (SNA). The 
Token-Ring Network and SNA network use different protocols at the “link” level; 
it is the essential function of a Token-Ring Gateway to convert between SNA 
synchronous Data Link Control (SDLC) formats, Token-Ring Medium Access 
Control (MAC) and Logical Link Control (LLC) formats. The conversion is 
transparent to higher-level protocols such as Logical Unit Type 6.2 and the 3270 
data stream. 


5.5.1.1 3174 Gateway Physical View 


The remote 3174 is attached to the host via a leased full-duplex or half-duplex 
SDLC line running DATA half-duplex. SDLC and X.21 switched connections are 
not supported. X.25 virtual circuits can be supported when using. RPQ 8Q0743. 
The 3174 attaches to a 308X, 3090, 4341, 4361, 4381 or 9370 via a 3720, 3725 or 
3745 Communications Controller. It can also attach to a 4361 Communication 
Adapter or a 9370 Telecommunications Subsystem Controller. 


HOST 


VTAM 


- 


SDLC Link 


1XR 


oe ee 
3174- 6XR|#3044 


SOR 


TOKEN-RING NETWORK 


PC — 3174-X3R 
PS/2 
32/0 Emulation V3 


Workstation Prog. 1.1 





Figure 9. Remote 3174 Token-Ring Gateway: Physical View 
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9.9.1.2 3174 Gateway Logical View 


VTAM and NCP view the Gateway 3174 and DSPUs as stations on a multipoint 
SDLC link. Outbound data is addressed to DSPUs using SDLC station 
addresses. The gateway references an address translation table to route the 
data on to the destination device. It also converts between SDLC and 
Token-Ring frame formats by stripping the SDLC link header and trailer and 
enclosing the remaining TH, RH and RU in MAC/LLC headers and trailers. The 
process is reversed for inbound data. 


SNA HOST 


VTAM 


@#eeeeee @eoeeeseaosvpeoeseoeosoeooeoeov eee eoeneoeneeeneeee eed 


SNA PU SNA PU SNA PU 


Gateway 3174 PC or PS/2 3174-X3R 





Figure 10. Remote 3174 Token-Ring Gateway: Logical View 
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5.5.2 Remote 3174 Gateway Highlights 


The following is a summary of the advantages and benefits of the 3174 remote 
Token-Ring Gateway: 


Dual Function: Gateway/Controller 


The gateway can be installed in a 3174 that is also used as a controller for 
attached terminals. Under heavy loads, 3174 capacity may become a 


critical factor. 
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The 3174 can be attached to a communications link at up to 64000 bps. This 
compares favorably with PC-based gateways that have a maximum speed 
of either 9600 or 19200 bps depending on the model. The faster line speed 
and iower transmission deiays may iead to improved response iimes for 
end users. 


Capacity 


The 3174 gateway is designed to support up to 250 DSPUs, although in 
practice the actual number supported may be fewer. By comparison, 
PC-based gateways are limited in any event to five downstream devices (in 
the case of a DFT-attached PC) or 32 downstream devices (in the case of a 
PC attached via an SDLC adapter). 


The 3174 remote Token-Ring Gateway requires no special software at the 
host apart from an NCP able to support a multipoint link. The gateway itself 
is an adapter installed by the customer in the 3174. Assuming the installer 
is familiar with 3174 customization, the microcode is easily prepared. 


Ring Error Monitor 


This allows Token-Ring errors to flow through the 3174 gateway to the 
NetView hardware monitor in the form of alerts. 


Remote IML 


Allows an operator, using a NetView console, to IML a remote 3174 
Controller via the online test panels. 


Remote Management 


Using NetView/DM you can customize and upgrade the microcode from the 
central site. 


Group Poll 


Using the group poll function you can improve on the response times of the 
remote users, and reduce overheads in the NCP, see “Group Poll” on 
page 91 for a complete description. 


5.5.3 Implementing the 3174 Gateway 
Implementation of the remote 3174 Token-Ring Gateway comprises the 
following tasks: 


1. Installation of the 3270 gateway feature in the 3174 
2. Creation of an NCP to support the line and downstream devices 
3. Production of a customized control diskette to support the gateway 


4. Customization of DSPUs. 


The material presented here is based on the configuration at the International 
Technical Support Center in Raleigh as depicted in Figure 11. 


MVS SA20 
ba 
3725 
SA13 
SDLC link 
9600 bps 


31/74-11R 


TOKEN-RING NETWORK 





Figure 11. Raleigh ITSC Configuration 


5. Token-Ring 3174 83 


5.5.4 Microcode Customization 
| several new customization questions have been added for the remote 
Token-Ring Gateway. In addition, several of the local gateway questions have 
been updated for the remote telecommunications environment. 


With the addition of Configuration Support-B Release 3 there are additional 
customization questions given for the configuration options as discussed in 
“Backup and Recovery” on page 120. These are described here, along with 
existing questions, with the responses that are specific to the 3174 Remote 
Gateway. The IBM 3174 Planning Guide, is the appropriate source of planning 
information for the other questions. You should regard the material presented 
here as supplementary to the information contained in this publication. 


5.5.4.1 Question 100: 3174 Model Designation 


Na channea iict the additian af tha naw modale 
a a eee Mate inatt | yu © ery ww A eM WA TEE EE A) eens ein WV ia A Ae 


5.5.4.2 Question 101: Host Attachment 
This is dependent on whether you are planning for multiple host support, X.25, 
or SDLC connection, the valid response is: 


2 = SDLC 5 = Local Channel (SNA) 
3 = X.25 6 = SDLC(X.21 Switched) 
M = Multi-Host Support 


5.5.4.3 Questions 104-105: SDLC Address Range 
Each DSPU functions logically as a PU on a multipoint line. NCP refers to them 
by a one-byte SDLC station address. These vaiues teii the 3174 how many 
DSPUs it will be supporting in terms of a lower and upper SDLC address. The 
lowest address (104) will be the address of the PU in the gateway 3174. The 
highest address (105) will be the highest SDLC station address for a DSPU. For 
instance, if the SDLC address of the gateway is ‘C1’ and there are five DSPUs, 
the responses to 104 and 105 will be ‘C1’ and ’C6’ respectively. It is possible to 
cater for future growth by declaring a number of “redundant” station addresses. 
Since the theoretical maximum capacity of the gateway is 250 DSPUs, values 
with a difference of greater than 250 (X’FA’) will be rejected. 
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5.5.4.4 Question 150: Token-Ring Network Gateway 
This determines whether the controller will be configured as a gateway device. 
Enter: 


¢ QO = This controller is NOT a gateway 
¢ 1 = This controller is a gateway. 


5.5.4.5 Question 900: Token-Ring Adapter Address 


The response must contain 12 hexadecimal digits; it cannot be all zeroes. The 
format is: 


4000 annn nnnn_ ss 
Where: 


4000 is the fixed part of the address 


a must not be greater than X'7' 
n Can be any value from X'Q' to X'F! 
SS is the SAP address (default is X'04') 


Note: The SAP address can only be specified in Configuration Support-B 
Release 2 and later where SLMH is supported. Previous levels of 
microcode will force this value to X’04’. 


The user-specified portion will be determined by the addressing conventions in 
force in the installation, see “Naming Convention Example for Adapter 
Addresses” on page 959. 


5.5.4.6 Question 905: Ring Error Monitor 
This indicates whether the Token-Ring adapter in the 3174 will function as a 
ring error monitor for the ring to which it is attached. Alerts relating to the 
Token-Ring are sent up to NetView. The default response is ‘1’ (the REM 
function will be included). Note that if you respond to this question with a ‘1’, 
you must also specify a value for Question 220 that turns on the Alert function 
to allow transport of your REM data to NetView. 


5.5.4.7 Question 908: Link Subsystem Name 
This is a six-character customer-defined name that identifies which subsystem 
an alert is from when it is sent to the host. The default is “IBMLAN” but it will 
be more meaningful to network operators in installations with multiple 
gateways if a unique identifier is assigned to each one. 


5.5.4.8 Question 912: Group Poll Address 
This panel allows you on the gateway 3174 to code an additional polling 
address, which must be outside the polling address range as specified in 
Questions 104 and 105. 


This address must also match the value specified in GP3174= for all the PU 
definitions requiring group poll on the same line group in the NCP definitions. 
See “Remote 3174 Gateway: Performance” on page 88 and “Host Software 
Planning” on page 95 for further information. 
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5.5.4.9 Question 940: Ring Address Assignment 
This panel establishes the address translation table used by the 3174 to map 
SDLC address to Token-Ring addresses. 


SDLC addresses are provided automatically in column 1 based on the range of 
values indicated in Questions 104 and 105. 


Token-ring addresses of DSPUs are entered in column 2. The adapter address 
of the gateway is provided automatically from the response to Question $00 and 
is assigned to the lowest SDLC address. 


Column 3 contains the Service Access Point (SAP) address for the DSPU. This 
is the “port” through which an application in the DSPU requests the services of 
the underlying communication protocols. A SAP ID must be a multiple of four in 
the range X’04’ to X’EC’. The default value is X’04’, the “standard” SAP ID 
defined by IBM to interface between SNA and Token-Ring protocols. The 
required SAP address for devices running 3270 Emulation V3, APPC/PC and for 
3174 models 13R or 63R is also X’04’. For Workstation Program 1.1 it is X’08’. 


In situations where there is a requirement for a DSPU to support multiple SAP 
IDs (such as when migrating from 3270 emulation to the Workstation Program) it 
is possible to code the Token-Ring address more than once with different SAP 
IDs. 


Indicate in Column 4 whether the device is a workstation (response =”0”") or a 
3174-X3R (response ="1”). The response will also be “1” for a System/36. 


5.5.4.10 Question 941: Ring Transmission Definition Questions 
The Ring Transmission Definition panel presents the default values for the 
Token-Ring maximum I-frame size (F-field) and the window size (W-field) based 
on the type entered by the user on the Ring Address Assignment panel. The 
user has the option at this point to change these values or to accept the 
defaults. If he wants to accept the defaults for all of the DSPUs, he should 
press the PF key for FWD and continue the configuration process. The current 
implementation for the default values is as follows: 


Downstream PU Maximum I-frame size Maximum window size |. 


Workstation (T=0) entry 0 ( 265 value) 2 
Controller (T=1) entry 3 (2042 value) 2 


Figure 12. Ring Transmission Definition Values 














Valid entries for Maximum i-frame size are 
e 0 for 265 bytes 
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for 521 bytes 
for 1033 bytes 
for 2042 bytes 
for 4105 bytes 
for 8201 bytes. 
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It should be noted that the values for maximum I-frame include the additional 
bytes for the SNA header. 


The maximum out window size is the number of |-frames the 3174 gateway 
transmits before waiting to receive an acknowledgment. The valid maximum 
window size is based on the user’s entry for the F-field. Current 
implementation of this algorithm yields the following: 


I-FRAME SIZE ENTERED MAX WINDOW SIZE 


265 bytes 


521 bytes 
1033 bytes 
2042 bytes 





Figure 13. Frame Size Compared with Window Size 


Note: 3174 Token Ring Gateways equipped with the Type 3A Dual Speed 16/4 
Mbps Communication Adapter can send and receive I-Frames with a size of up 
to 8201 (8192+ TH+RH) bytes. 


The SDLC addresses (along with their corresponding ring addresses and their 
SAP-IDs) also appear on this screen as a result of your answer to question 940, 
but are protected here and cannot be changed. 


You can let these values default or you may modify them if you wish. See the 


discussion in “l-Frame Size and Window Size Considerations” on page 78 if 
you want to modify these values to support a 3174 DSPU more efficiently. 
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5.5.5 Remote 3174 Gateway: Performance 


This section discusses some of the performance characteristics of the remote 
Token-Ring Gateway. Tuning becomes more critical as more devices use the 
gateway and traffic volumes increase. 


5.5.5.1 SDLC Multipoint Lines 
The performance characteristics of the gateway are influenced by the SDLC 
multipoint polling mechanism. A useful reference on this subject is Tuning and 
Problem Analysis for.NCP SDLC Devices. A brief summary of the mechanism is 
provided here. 


5.5.5.2 Service Order Table Polling 
When PUs on the link are active, they receive data or are polled for input in the 
sequence in which they are listed in the Service Order Table. The time it takes 
to pass through the Service Order Table determines the rate at which DSPUs 
receive polls and therefore the performance they experience. Inactive PUs are 
not polled. Factors that affect the time it takes to pass through the table include 
the number of entries being polled (that is, the number of active devices), the 
line speed and the line propagation delay (the delay induced on transmission 
due to factors such as modem transit time and line length). 


5.5.5.3 Group Poll 
_ Prior to group poll, data flowing from the stations on the Token-Ring arrived 
asynchronously at the gateway, but was queued at the 3174 Controller until a 
poll containing the station’s specific address arrived. This “wait time” at the 
3174 could increase response time. 


With NCP’s group poll support and Configuration Support-B, “wait time” can be 
decreased by allowing data from any station whose address matches the group 
poll address to flow inbound when the gateway receives a group poll. 


5.5.5.4 Duplex Gateway 
Until the introduction of a duplex gateway you had to code any line that had a 
3174 Token-Ring Gateway on it as “half duplex.” This was due to the 3174 
gateway design, in that after receiving a response for a station on its ring it 
would disable the receiver and then transmit that response onto the LAN. If in 
the meantime another response came in (FDX type mode) for another station on 
the LAN the controller would miss that frame, as its receiver would still be 
disabled. 


In Configuration Support-B Release 3 support has been added to allow the 3174 
Controller to “leave” its receiver enabled while transmitting and vice-versa. 
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5.5.6 NCP Tuning Parameters 


9.9.6.1 SERVLIM 


9.9.6.2 SERVICE 


“Contact” polling (the transmission of a SNRM, SNRME or DISC) is not subject | 
to the data polling cycle. After the number of passes through the Service Order 
Table specified by SERVLIM, the NCP performs one contact poll for a PU. On 
the next contact poll it looks for an outstanding SNRM, SNRME or DISC for the 
next entry in the Service Order Table. SERVLIM thus determines the ratio of 
activation/deactivation processing to normal data transfer. Setting the value 
high (its maximum is 254) means that relatively few attempts are made to 
contact a PU in order to activate it. While this may help performance for active 
users by reducing the time spent transmitting and waiting for responses to 
special polls, it has a negative impact on resource activation times. This effect 
may be more marked in the remote Token-Ring Gateway environment since two 
polls are required to establish connectivity between the NCP and each DSPU 
(see the session activation flow diagram later in the chapter). 


In environments where 32/70 emulation is being started and terminated 
frequently and devices powered on and off, which is often the case with PC 
users, a high value should not be specified. The long wait for the VTAM 
”USS10” message after requesting a host session may be considered 
unacceptable. During the tests we found that a SERVLIM value of 254 led to 
resource activation times of some minutes. We recommend setting SERVLIM to 
4 as a good starting point for your installation. 


By giving a DSPU multiple entries in the Service Order Table it is polled more 
frequently. This is a good way to give preferential treatment to particular 
devices. The order of the DSPUs in the table does not have any effect on 
performance. 


It is also possible to reduce the number of entries in the Service Order Table 
where 3270 Emulation V3 is used by customizing gateway stations supporting 
several network stations rather than making each PC a stand-alone station. 
This could reduce the contribution of the polling delay to total response time. 
However, device path-lengths will increase due to the NETBIOS session 
between gateway and network stations. Furthermore, host access from network 
stations is dependent on the availability of the gateway PC. 
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9.9.6.3 PAUSE 


9.9.6.4 PASSLIM 


9.5.6.5 HDXSP 


9.9.6.6 PACING 


The objective of the PAUSE operand on the LINE macro is to introduce a delay 
between passes through the Service Order Table so that the impact of 
excessive negative polling on communication controller CCU utilization is 
reduced. If the NCP goes through the table before the PAUSE time elapses, it 
waits for the timer to elapse before proceeding with the next pass. It may be 
possible to reduce response times by setting PAUSE to 0 if there are few lines 
competing for CCU cycles. If there are many lines the increased polling that 
ensues reduces the cycies availabie for data processing rather than polling and 
may therefore be harmful to performance. See “Group Poll” on page 91 for 
further considerations. 


The objective of the PASSLIM operand is to limit the amount of data transmitted 
to a PU in one pass through the Service Order Table so that it does not 
monopolize the link. In order to avoid a “staggered” screen-paint, it should not 
be set so low that only a small portion of the screen is sent on each pass 
through the Service Order Table. For example, it takes about eight PIUs to 
paint a full 1920 character screen for a single workstation running 3270 
Emulation Version 3 since data will be sent to the DSPU in 256 byte segments. 
If this is a stand-alone station with only one LU to support, 8 is a suitable value. 
If itis a PU with multiple LUs to support, setting PASSLIM high enough to allow 
each LU to receive a full screen on a pass through the table may adversely 
affect performance of other PUs. As a general rule in such circumstances, you 
should set PASSLIM less than or equal to MAXOUT. 


If HDXSP (Half-Duplex Send Priority) is coded as “YES”, outbound data is sent 
as soon as possible without waiting for the turn of the PU in the Service Order 
Table. This improves performance for large numbers of PUs on a line with low 
traffic frequency. 


This is used to control the flow of traffic on an LU-LU session. It is useful where 
the secondary LU is a printer or a display that will be doing large amounts of 
file transfer to and from the host. You may wish to examine the possibility of 
using inbound and outbound pacing to reduce excessive line utilizations when 
DSPUs are sending files to and from the host. Inbound pacing is agreed at 
BIND time and should therefore be specified in the logmode entry for the device 
(see Appendix F of VTAM Programming, SC23-0115). Outbound pacing can be 
defined in either the logmode entry or the NCP LU macro. If a non-zero value 
is coded in the logmode entry, the NCP value is overridden. If a zero entry is 
coded in the logmode entry, the NCP value is used. 
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5.5.7 Group Poll 





Using the group poll facility, you change the way the line handles the devices 
defined. Instead of sequentially polling each device in the SOT “looking” for 
data to receive, it sends a group poll on it s first available “free” frame (no 
data to send), and will accept data from any device defined in the group poll 
range. 


The group poll is set up on the 3174 via 3174 customization question 972 
(Configuration Support-B only) which identifies the SDLC address for the 
gateway’s group poll address. On the NCP side, you indicate the group address 
that corresponds to the gateway’s group poll address in the physical unit (PU) 
statement for the DSPUs (downstream PUs). When NCP finds a station (PU) in 
the service order table (SOT) for which a transmission is pending, it sends the 
data and then sends a specific poll to the station address. None of the other 
3174’s stations in the network answer this poll because NCP does the address 
resolution. 


lf there are no pending transmissions to any stations in the SOT, the NCP polls 
the gateway using the unnumbered poll command and the gateway’s group 
address. The gateway recognizes this as a group poll and sends traffic from 
one station, followed by the unnumbered response. This way it increases the 
possibility that a poll results in a useful transaction which could increase the 
response time for end-users. 


Remote Gateway Physical View 





SDLC line P13008 


3174 


Gateway 


Figure 14. Remote Gateway 
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Remote Gateway Logical View 


Tine P13008 


3174 3174 
(gateway) 





Figure 15. Logical remote gateway view 


NCP source for Group Poll 
This code is an extract from the NCP loaded onto a 3725 at the ITSC. We were 


using line 08 as full duplex to a 3174 gateway, and then 3174 DSPUs on the 
Token-Ring Network. 


£13008 = LINE ADDRESS=(08, FULL) , ANS=CONTINUE, CLOCKNG=EXT , DUPLEX=(FULL) , * 


ETRATI0=30, ISTATUS=ACTIVE, LPDATS=LPDA2 ,MAXPU=10 * 
NPACOLL=YES, PAUSE=.5, fy . SERVLIM=10 , SPEED=9600, 
SRT=(,64) 

* * 


P13008A PU ADDR=C1,DISCNT=(NO) ,MAXDATA=521, ISTATUS=ACTIVE,MAXOUT=7 , PAC* 
ING=0 , PASSLIM=8 , PUDR=NO , PUTYPE=2,GP3174=AE Eq 

T13008A1 LU LOCADDR=2 

T13008A2 LU LOCADDR=3 

* 

RADP@8B PU ADDR=C2,DISCNT=(NO) ,MAXDATA=265, ISTATUS=ACTIVE,MAXOUT=7 , PAC* 
ING=6 , PASSLIM=8 , PUDR=NO, PUTYPE=2,GP3174=AE Eq 

RADT@8B1 LU LOCADDR=2 

RADTO8B2 LU LOCADDR=3 

* 

P13008C PU ADDR=C3,DISCNT=(NO) ,MAXDATA=265, ISTATUS=ACTIVE MAXOUT=7 , PAC* 
ING=0 , PASSLIM=8 , PUDR=NO, PUTYPE=2,GP3174=AE [Eq 

T13008C1 LU LOCADDR=2 

T13008C2 LU LOCADDR=3 


KREKEKKEKKREKRKKEEREREEKEKRERRRRKEKRERKREREKRKRAREKRERKEEKREREREKREKREREKEREKEREKKEREKRE 


Notes: 
Pause value, see note on group poll performance 


2 | A group poll address, unique to any “real” controller address defined 
on this line. 
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SNA Data Flow for Group Poll 


The data flow shown here in Figure 16 was taken from a line trace on P73008 


as shown in Figure 14 on page 91. 


$$ 


"normal data flows C1, C2, C3" 
+ 





C133 


AE33 


C2 aye 
<< 
"I" data 
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C2RR 
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C133 


Figure 16. Group Poll, Polling Sequence 


When the Host has no data for any specific device | 
on the token ring, we then issue a Group Poll. 





(Group Poll addr='AE'}) 
(gateway C1 responds) 

(no requests to send) 

(Group Poll again) 

(C2 now has data to transmit ) 


(and the gateway sends it on ) 
(the next "free" poll issued.) 


(the host does a specific) 
(poll back to C2. ) 
(C2 has no more data.) 

(HOST still has no data for) 


(any device, so issues GP. ) 


(gateway responds with no) 
(data to transmit. ) 


5. Token-Ring 3174 93 


5.5./.1 Group Poll Performance | 7 
There are several considerations concerning line performance that must be 
reviewed if using group poll. 


As discussed in “NCP Tuning Parameters” on page 89, the SOT, Pause, and 
HDXSP are “tuned” to give the best line performance; with group poll added the 
line handling characteristics are changed. 


The first point is that HDXSP=YES is only valid with Pause=0; bearing that in 
mind you should then look at how PAUSE can affect group poll: 









Group Poll Performance 


e With PAUSE =0, the NCP will, at the first "free” poll (no data to transmit), 
start to send the group poll and sends the group poll XX times (where 
XX is the number of active devices multiplied by the SERVLIM 

parameter). 

For example, with three active devices, five devices defined in the SOT, 


and a SERVLIM=10 value you would see 30 group polls before a 
SERVICE POLL is done. 












With a non-zero pause value, at the first free poll you again send the 
group poll but you only poll “one device,” not all the active devices in 

the SOT. So as in the above example you would see only 10 group polls 
before a SERVICE POLL is performed. | 


On a large Token-Ring Network this can have a significant effect on activation 
times if you have large numbers of PUs defined. 


The 3174 must be upgraded to Configuration Support-B Release 1 or higher and 
customized for the Group Poll function before this support can be generated in 
NCP. 


This NCP enhancement is described in the cover letter for PTF UR90157 and the 
following related APARs: 


1R83735 SSP V3R4.1 MVS 
IR83776 SSP V3R4.1 VSE 
IR83775 SSP V3R4.1 VM 
IR83751 NCP V5R2.1 MVS/VSE/VM 
IR83826 NCP V4R3.1 MVS/VSE/VM 
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5.5.8 Host Software Planning 


9.5.8.1 VIAM 


5.5.8.2 NetView 


This section discusses some of the host software planning considerations for 
the Token-Ring Gateway, concentrating on the NCP considerations. 


There are no specific VTAM considerations although you may need to generate 
a suitable logmode entry for file transfer. If a 3270: emulation DSPU is to 
transfer files to and from TSO or CMS at the host it should access these 
applications using a logmode with the Query bit set ON in the PSERVIC macro. 


These are the logmodes used by 3270 emulation LUs in the tests: 


M2SDLCQ MODEENT LOGMODE=M2SDLCQ,FMPROF=X'03', TSPROF=X'Q3', 
PRIPROT=X'B1',SECPROT=X'90' , COMPROT=X'3080', 
RUSIZES=X '8587! , PSERVIC=X'028000000000185000007E00' 


M3287SCS MODEENT LOGMODE=M3287SCS,FMPROF=X'03', TSPROF=X'03', 
PRIPROT=X'B1',SECPROT=X'90', COMPROT=X'3080', 
RUST ZES=X'87/C7' ,PSNDPAC=X'01' ,SRCVPAC=X'O1, 
SSNDPAC=X'00' , PSERVIC=X '01000000E100000000000000'! 


The first sample is for a display LU. The second is for a printer LU in SNA 
Character String (SCS) mode. Notice that pacing has been requested from the 
host to the printer (PSNDPAC and SRCVPAC). This is to prevent data being 
transmitted to the printer faster than it can be processed. 


A more complete description of host requirements for 3270 Emulation V3 is 
found in PC 3270 Emulation Program V3 Application Programming Interface and 
Host Reference. 


It is also possible to use the Dynamic Reconfiguration facility to add DSPUs 
without the need to regenerate an NCP. This requires the creation of 
appropriate Dynamic Reconfiguration Data Sets in VTAM as described in VTAM 
Installation and Resource Definition. 


No specific changes are required of NetView for the gateway although you will 
probably want to update CLISTs and online documentation to reflect the new 
resources. For instance, the Token-Ring introduces a new level of resource 
names and problem determination procedures may differ from those followed 
for coaxially-attached terminals. 
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9.5.8.3 ACF/NCP 
An SDLC multipoint definition should be created in the NCP. Some of the 
important parameters are indicated in Figure 17. A more complete extract from 
the NCP used in the tests is included in Appendix F. Parameters which 
influence performance are discussed in “NCP Tuning Parameters” on page 839. 


L13008 LINE ADDRESS=(08,FULL fl ) ,PAUSE=.5 FJ ,HDXSP=No, 
MAXPU=10, SERVLIM=10 fq 


SERVICE MAXLIST=10, ORDER=(P13008A, P13008B, P13008C, 
P13008D, P13008E,P13008F) 


P13008A PU ADDR=C1,GP3174=AE, 
MAXDATA=521 


T13008A1 LU LOCADDR=2, 

P13008B PU ADDR=C2, 
GP31/74=AE 

T13008B1 LU LOCADDR=2, 

P13008C PU ADDR=C3, (pc in our case _) 
PUDR=YES Eq 

T13008C1 LU LOCADDR=2, 


MODETAB=AMODETAB, 
DLOGMOD=M2SDLCQ, 


P13008F PU ADDR=C6, 
GP3174=AE 


T13008F1 LU LOCADDR=2, 


Figure 17. Extract of NCP source. 


Notes: 
See “LINE Macro” on page 97 for ADDR value. 
See “Group Poll” on page 91 for explanation of dependencies. 


See “PU Macro” on page 97 for GP3174 value. 


BOW 


See “PU Macro” on page 97 for PUDR value. 


96 3174 Installation Guide 


5.5.8.4 LINE Macro 


¢ ADDRESS: can now be (XXX,FULL) with Configuration Support-B Release 3. 


Prior to Release 3, and with Configuration Support-A this can only be coded 
as Half Duplex. 


MAXPU: specifies the maximum number of PUs this line will Support, 
including the PU in the gateway. You should specify a value high enough to 
cater for current and anticipated requirements. 


5.5.8.5 SERVICE Macro 


5.5.8.6 PU Macro 


MAXLIST: this indicates the maximum number of entries that will be listed 
in the Service Order Table. You should define a high enough value to cater 
for anticipated growth. 


SERVICE: a list of the PUs supported by the 3174 gateway (including the PU 
in the gateway itself). The list builds the Service Order Table that 
determines the sequence in which PUs receive outbound data or are polled 
for inbound data. 


Three types of PU are shown in Figure 17 on page 96. The first is the PU for 
the gateway itself. The second is a 3174 with group poll, and the third is a PC 
attached to the ring running 3270 Emulation V3. 


ADDR: this is the SDLC station address of the PU. The lowest address for 
this 3174 equates to the response to Question 104 in the 3174 customization 
and is the PU inside the gateway 3174. The highest ADDR value should be 
less than or equal to the response to Question 105 in the 3174 
customization. The responses to Question 940 determine to which 
Token-Ring address the ADDR value should be mapped. 


MAXDATA: note that the gateway 3174 itself has a larger buffer than the PC. 
It is therefore possible to code MAXDATA as 521 bytes. The same value 
would be coded for a 3174-X3R attached to the Token-Ring. Specify 265 for 
32/70 Emulation V3. 


PUDR: specifying “YES” permits the deletion of this PU from one line and its 
addition to another one using the VTAM dynamic reconfiguration facility. 
This may be the case if the backup strategy involves dynamic 
reconfiguration. 


Planning for dynamic reconfiguration should also include the allocation of 
sufficient empty PU control blocks in the NCP and an indication of the 
maximum number of LUs that can be added to any of the PUs in the pool. 
This is done via the NUMBER and PU operands of the PUDRPOOL definition 
statement. 


GP3174: specify GP3174= XX, where XX is a unique polling address not in 
the ADDR= range used on this line group. This address should match that 
coded in Question 912 on the gateway controller. 


If you use group poll you should note that you cannot use PUDR as 
discussed above. 
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5.5.9 Token-Ring Gateway Data Flows 
The following diagrams depict the flow of network data through a remote 
gateway as DSPUs are activated and deactivated. They are included to aid 
problem determination. | | 


5.5.9.1 Problem Determination Tools 
Data flows between the host and DSPUs can be analyzed using two trace tools 
which complement each other: 


1% 


SNA Line Traces formatted using the Advanced Communication Function/ 
Trace Analysis Program (ACF/TAP). 


These trace data between the host and the Gateway 3174. 


. The IBM Token-Ring Trace and Performance Program. 


ce trarac data hatwioan tha GCatawav %17A and the NSPI!I 
oP OE CAR wF BAOCALCA AYN EVV Ws Wt Ge we “7 ww 8 6 VU BAP UR RN ew ew 


5.5.9.2 Activation of DSPUs 
Figure 18 on page 99 outlines the flow of data in a realistic situation where the 
DSPU and associated LUs are being activated (perhaps as part of a cascaded 
network initialization procedure) but the end-user has not yet requested a 3270 
Emulation session. 
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Figure 18. DSPU Activation Flows 


Resp. 


14.TEST 
Resp. 
15.XID 
XID Resp 
16. SABME 
17.UA 


21.ACTPU 
Resp. 
22.ACTLU 
Resp. 


1. The network operator issues a "VARY NET” command to activate the DSPU 
or VTAM initializes resource activation when the NCP major node is 


activated. 


2. VTAM sends a CONTACT request to the NCP. 


3. The NCP queues a SNRM request, which is sent when it is the turn of this 


DSPU to receive a contact poll. 


4. The gateway recognizes that it has no link to the DSPU so returns a DM to 
the NCP in order that it does not timeout waiting for a response and can 
continue with other processing pending establishment of the link to the 


DSPU. 
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16. 
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. The gateway 3174 sends a TEST request to the DSPU. This and the 


subsequent response constitute a basic test of the transmission path 
between the gateway and the DSPU. 


. The gateway sends an XID to the DSPU. No response is received because 


3270 Emulation has not been started. 


. The DSPU does not continue link activation activity until a session is 


requested by the 3270 Emulation control program. 


. On subsequent passes through the polling cycle, the NCP resends the 


pending SNRM to the gateway for the DSPU. 


. The gateway recognizes that there still is no link to the DSPU and returns a 


DM to the SNRM requests. 


Sometime later the end user requests a 3270 session by selecting option 
“a” from the 3270 Task Selection menu. 


An XID flows from the DSPU to the gateway. The gateway returns a 
response acknowledging the request. 


Following the session request from the DSPU, the next SNRM received by 
the gateway re-starts the link activation procedure. 


The gateway recognizes that there still is:no link to the DSPU and returns a 
DM to the NCP. 


The gateway 3174 sends a TEST request to the DSPU and receives a 
response. 


The gateway sends an XID to the DSPU. This time an XID response is 
received from the DSPU. 


The gateway sends a SABME, the Token-Ring link connection request 
command. 


The DSPU acknowledges the SABME request with a UA (positive response). 
The link is now established, and both devices reset their send and receive 
counters. 


On a subsequent pass through the polling cycle, the NCP resends the 
pending SNRM to the gateway for the DSPU. 


The gateway returns a UA to the NCP recognizing that there now exists a 
Token-Ring link from the gateway to the DSPU. 


NCP informs VTAM that it has CONTACTED the DSPU. 
An ACTPU request is eventually sent by VTAM to the DSPU. 


Positive response to the ACTPU is followed by ACTLUs to the devices 
attached to the PU. 
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5.9.9.3 Session Termination Data Flows 
Figure 19 outlines what happens when a user terminates the 3270 session 
either by ending the 3270 task or by powering off the workstation. 
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Figure 19. DSPU Deactivation Flows 


1. The end user terminates the session by ending the 3270 task. 


2. The gateway detects the loss of the downstream connection and builds a 
REQDISCONT RU for transmission to the host. This has byte three set to 
X’81' indicating the Contact Immediate option. 


3. On receipt of the REQDISCONT, VTAM sends DACTLUs for devices attached 
to the PU. The gateway responds to these on behalf of the DSPU. 


4. VTAM sends a DACTPU to deactivate the DSPU. Again, the gateway 
generates a response. 


5. NCP sends a DISC request breaking the SDLC connection between the host 
and the DSPU. 


6. The gateway returns a positive (UA) response to the DISC. 


7. The NCP recommences polling of the DSPU as a result of the Contact 
Immediate option on the REQDISCONT. 


8. The DSPU is now registered as PCTD2 by VITAM. The periodic arrival of the 
SNRM at the gateway causes it to reattempt connection with the DSPU in 
the manner described in the previous diagram. 
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5.5.10 Remote Token-Ring Gateway: Management Considerations 
This section looks at some of the management aspects of the 3174 Token-Ring 
Gateway. We first consider some of the facilities available in this area and then 
describe some of the data flows involved in session activation and deactivation 
through the Gateway. 


5.5.11 3174 Problem Determination Facilities 
The 3174 Test facilities, invoked by pressing ALT-TEST from a CUT device, or, 
with Configuration Support-B Release 2, remotely via CSCF and a NetView 
defined console have been extended to provide information specific to the 
Token-Ring Gateway. 


The functions accessible from the Test Menu are described in detail in 3174 
Customer Extended Problem Determination, GA23-0217. Shown below are some 
sampie paneis from Configuration Support-A/S Reiease 3 demonsirating the 
type of information available relating to the Gateway. Releases after Release 3 
and Configuration Support-B provide more information. The following panels 
are described to give you an idea of the types of information available to help 
you solve problems. 


Log Records — All 


(Day/Time since last POR:009/02: 22) 
Day Time SC QA HG PN LT Extended Data 
009 00:57 0883 O07 31 0000 4000 0031 4002 04 
009 00:49 0883 03 £31 0000 4000 0031 4005 04 
008 18:12 0412 03 00 60 #800 


SC=Status Code QA=Qualifier HG=Hardware Group 
PN=Part Number LT=Logical Terminal 


To go directly to other tests, enter: /Test, Option 
Select ===P_ 
PF: 3=Quit 8=Fwd 12=Test Menu 





Figure 20. 3174 Event Log 


This panel shows some entries in the Event Log (Option 1 from the Test Menu). 
The status codes and qualifiers are interpreted using 3174 Customer Extended 


e 
ee ar 


Proviein Determination 

The second event in this example resulted from a user-initiated termination of 
3270 Emulation in a workstation causing the logical link to be broken between 
the DSPU and the gateway. The last event listed resulted from a device 
power-off at the workstation causing a link timeout to occur. Status codes are 
sent to NetView in the form of NMVTs. 
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Token-Ring Test Menu 
Select Option; press ENTER 
Option Description 


Monitor Token-Ring status 

Display Token-Ring adapter status summary 

Reset Token-Ring Adapter status summary 

Display link status summary for all links 

Display link status summary for all link address n 
Reset link status counters for all links 

Reset link status counters for all link address n 

Display Gateway host status summary for all links 


OnD ON &S WP 
s = 


To go directly to other tests, enter: /Test,Option 
Select ===P_ 
PF; 3=Quit 8=Fwd 12=Test Menu 


Figure 21. Token-Ring Test Menu 


This menu is invoked by selecting option 9 from the Test Menu. 


Token-Ring Status 


4698 — Local Token-Ring Adapter open 


4694 - The test has been active for 0000 minutes 


To go directly to other tests, enter: /Test,Option 
Select ===>_ 
PF: 3=Quit 12=Test Menu 





Figure 22. Token-Ring Status 


The Token-Ring Status panel indicates the status of the Token-Ring Adapter. 
The 4698 message indicates that the adapter is open. It will change to 4697 if 
the adapter closes for some reason (for example, if the cable is removed from 
the 8228). 
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——Token-Ring Adapter Status Summary 


Adapter Address — 40003174000104 Adapter Status — Open 


Customized links — 005 Active Links — 003 


Counters Overflow 
Line Errors ~ 90000000 
Internal Errors : 00000000 
Burst Errors 08000006 
ARI/FCI Errors 90000000 
Abort Delimiters 90000000 
Lost Frames 00000000 
Receive Congestion 00000000 
Frame Copied Errors 80000000 
Frequency Errors 00000000 
Token Errors 00000000 


aooooooo oqo © © 


To go directly to other tests, enter: /Test,Option 
Select ===>_ 
PF; 3=Quit 12=Test Menu 





Figure 23. Token-Ring Adapter Status Summary 


The Token-Ring Adapter Status Summary panel indicates the number of errors 
detected for the Token-Ring by category. 


Link Status Sumary————— 
Link Address 40000031400204 40000031400404 40000031400504 
Primary/Secondary 01/00 01/00 01/00 
Trans I-frames 80000007 00000030 — 0 00000007 
Rec I-frames 00000005 00000022 — O 00000005 
Transmit Errors 80000000 00000000 — O 00000000 
Received Errors 00000000 80000000 — 0 00000000 
Tl Expired 80000000 00000000 — A 00000000 
Com/Res Ind 01 01 01 01 01 01 


To go directly to other tests, enter: /Test,Option 
Select === _ 
PF: 3=Quit 12=Test Menu 





Figure 24. Link Status Summary 


The Link Status Summary panel shows traffic characteristics of each DSPU 
during this counting period, including the number of frames transmitted and 
received, the number of times the T1 or reply timer expired and the last 
command/response sent. The ”Primary/Secondary” values indicate the 
Token-Ring primary and secondary states for the link station, where ”01’”for 
primary state identifies the link as being open. 
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Gateway Host Status Summary 
Customized Links — 006 Address Range — Cl — C6 


Host Link Token-Ring Host Link Token-Ring 
Address Status Address Address Status Address 
02 400031740001 04 C2 00 400000314001 04 
02 400000314002 04 C4 02 400000314003 04 
02 400000314004 04 


To go directly to other tests, enter: /Test,Option 
Select ===h_ 
PF: 3=Quit 12=Test Menu 





Figure 25. Gateway Host Status Summary 


This panel was introduced in Configuration S Release 2.0 to show the number 
of links declared to the microcode at customization time and the status of each 
link. 


Field Description 

Customized Links The number of links declared in customization 

Address Range __—‘ The host address range declared in customization 

Host Address The address assigned each link during customization 

Link Status The two-digit status code representing the status of the link 
e For Local models: 


— 00 = The Token-Ring attached physical unit is in 
disconnect mode 


— 0Q2 = The Token-Ring attached physical unit is 
connected 


e For Remote models: 
— 00 = SRNM required 
— 01 = SRNM received 
— 02 = Connected/active 
— 03 = Poll timeout. 


Token-Ring Address The station address assigned to each link during 
customization. This address is the six byte Token-Ring 
adapter address followed by the one byte service access 
point (SAP) address. 
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5.6 3174 Gateway: Performance Considerations 


The performance information presented in this section is intended to provide 
guidance in planning for your system. For the most current information, the 
IBM Systems Engineer should consult INFOSYS. 


5.6.1.1 3174 Gateway Utilization | | | 
The 3174 Gateway functions as a “pass-through” multiplexer for Token-Ring 
Network traffic to and from a host. Its pass-through capacity determines the 
upper limit of the traffic flow, and therefore the total number of workstations and 
devices that can be usefully accommodated on ring-attached 3174s. The 3174 
gateway does not care about source or destination device type, only about the 
characteristics and rate of the traffic. 


The utilization of the 3174 with the Token-Ring Gateway feature can be 


ciimmarizad in tha fallawinn tahlo: 
aw eA ere eaad ous aersers ewww Ve eee 


ee el wv etAnvirne 


Utilization (%) 
CU/Term TPM 3174 3174 Ring 
| 3R/53R Gateway 


1/1 6.7 
1/32 


10/320 





Figure 26. 3174 Utilization with Gateway Feature 


The first line in the table shows that the utilization of the 3174 Gateway is .2 
percent when a single terminai attached to a controller is transacting 6.7 type 
A-1200 transactions per minute (TPM). The next line shows the increase of the 
3174 Gateway when the number of terminals on a single 3174 Model O3R is 
increased to 32, each processing 6.7 transactions per minute. In the bottom 
line the number of terminals and controllers have been increased to 320 and 10 


respectively (to 20 in the case of the model 53R), again, with a transaction load 
of 6.7 TPM per terminal. 


According to this information, the 3174 Gateway can handle a maximum of 35 to 
40 transactions per second (TPS) resulting in a controller utilization of 65 to 70 
percent. With this traffic, the Token-Ring Network utilization is in the range of 
15 to 17 percent. When the aggregate transaction demand from devices 
attached to 3174 subsystems with a token-ring starts to exceed the thresholds 
presented in this document, operations continue without loss of data but 
response times increase, and data transfer rates drop. 
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The cited performance characteristics were obtained by customizing for an 
l-frame size of 2042 bytes on the Token-Ring Network, and a window size of 2. 
See configuration question 941. Using a smaller frame-size for large messages 
substantially increases utilization of the 3174 Gateway for a given amount of 
data to be transported, because overhead processing increases. As a result, 
traffic-handling capacity of the 3174 gateway may be reduced by as much as 
fifty percent, depending on the application. 


For Models 3R and 53R, the answers to configuration questions 380, 381, 382, 
and 383 were assumed to be ”2042”, ”1”, °2042”, and “2”, respectively. 


On the SNA level, one acknowledgement message has been assumed to follow 
the “write” operations in both type A-1200 benchmarks and file transfers. While 
a SNA acknowledgement message does not add much to response time, it does 
significantly increase gateway utilization, thereby decreasing the maximum 
amount of traffic that the gateway can handle. 


5.6.1.2 File Transfer Considerations 
An aggregate rate of concurrent file transfers of 60 Kbytes/second would 
produce 65 percent utilization in the 3174 Gateway, which is the recommended 
maximum. Please consider that file transfer and interactive transactions have 
to share the resources of the 3174 gateway. For example, when you want to 
allow for a combined average file transfer rate of 20 kbytes per second, do not 
plan for more than 24 type A-1200 transactions through the Gateway. (The 
actual rate associated with a given file transfer depends on many factors such 
as workstation type and host support). 


5.6.1.3 3174 DSPU vs. Channel-Attached 3274 
Preliminary analysis indicates that it may be possible to migrate from 
channel-attached 3274 control units to the new Token-Ring attached 3174s and 
realize an improvement in performance. For short data stream applications, 
such as alphanumerics, user response times across the Token-Ring Network 
can be less than those for direct channel attachment via the current 3274 
control units. Major reasons for the performance improvement include a faster 
processor and channel adapter in the 3174-01L (and even more in the 3174-11L), 
improvements in microcode, and the ability of the Token-Ring Network to 
support data transfer rates in the megabit-per-second range. In sample 
analysis, user response times were compared for a simple interactive workload 
(40-bytes in and 1400-bytes out) on two system configurations. The first 
configuration consisted of 3278 displays directly attached to 3274 controllers on 
a S/370 channel. 


The second configuration had the 3278 displays on 3174 controllers located 
within a building complex on the Token-Ring Network. The Token-Ring Network, 
in turn, is connected to a 3174 controller on a S/370 channel. The subsystem 
response times (excluding the S/370 response time) for the Token-Ring 
configuration were 40-80 percent of response times for the channel-attached 
3274s. The smaller percentage occurred at higher terminal transaction rates 
where the greater throughput capacity of the 3174 was an advantage. For 
terminals emulating the 3278, the internal delays of the terminals may be large 
compared to the subsystem response times, so the improvement may not be 
noticeable to the user. These preliminary performance analyses were obtained 
from simulation models using simple, homogeneous workloads. Performance 
for a particular customer’s workload and environment may be different. 
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5.7 IBM 3174 Token-Ring Gateway with PC 3270 Emulation 
Workstations | 


The PC 3270 Emulation Program is intended to allow a PC user to communicate 
with host applications written for 3270 devices. Three types of links are 
supported: SDLC links, Token-Ring Network, and attachment to a 3270 controller 
as a DFT device with up to five logical terminals (displays and printers). This 
section deals only with the PCs in a Token-Ring environment. 


In terms of SNA, the displays are acting as LU-T2; PC-attached printers appear 
as LU-T1 or LU-T3. 


File transfer to and from the host is supported with PC 3270 Emulation. In this 
case, the query bit must be set in the PSERVIC parameter of the LOGMODE 
entry used to bind a session with the workstation-LU. This is necéssary 
because PC 32/70 Emulation uses Structured Fields in the file transfer protocol. 
In all other aspects, PC 3270 Emulation behaves like and has the capabilities of 
a CUT terminal. File transfer is optional and (if customized) can be started from 
the Request Task panel. One of the following host programs is needed as the 
file transfer upstream partner. 


¢ IBM 3270 PC File Transfer Program, R.1 (5665-311) for MVS/TSO 
e IBM 3270 PC File Transfer Program, R.1 (5664-281) for VM/CMS 
¢ IBM CICS/VS PC File Transfer Program, R.1 (5798-DQH) for MVS/VSE-CICS 


The format of the SEND and RECEIVE commands depends on the host partner 
used. 


5.7.1 Prerequisites and Coexistence 
« PC 3270 Emulation Version 3.0 is required for a host connection over the 
Token-Ring Network. 


e DOS 3.2 or later is required for Token-Ring Network products on a PC. 
Release 1.2, even if PC LAN is configured as Redirector, Server, Receiver 
or Messenger. 


¢ Ifthe PC LAN Program is run concurrently with the stand-alone mode of the 
PC 3270 Emulation Program V 3.0, then an additional SAP and Link Station 
must be allocated with the NETBEUI (or equivalent) command. 


¢ The PC 3270 Emulation program can be accessed from a shared disk, as 
long as a separate directory is available for each station running emulation. 


¢ The PC LAN program will not start if another application has already 
initialized the Token-Ring Adapter. Therefore, it must be started before PC 
3270 Emulation. 


¢ PC 3270 Emulation checks the status of the Token-Ring Adapter. If the 
adapter has been already opened by another application, the emulator does 
not try to reopen it, but shares the adapter (if possible). 


¢ Before PC 3270 Emulation can be started, the Adapter Support Program 
must be loaded. If a locally administered address is used for the adapter, 
this must be entered as a parameter of the TOKREUI load command; see 
Guide to Operations for the Token-Ring Network PC Adapter (P/N 6165874) 
for the format. | 
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e If PC 3270 Emulation is configured as a gateway or as a network station, the 
NETBIOS program must first be loaded with the NETBEUI command before 
PC 3270 Emulation can be started. The stand-alone station configuration 
interfaces directly to the TOKREUI Program without the need of NETBIOS. 


5.7.2 Installation and Customization 
PC 3270 Emulation is delivered on two 360K PC diskettes. Create a 
sub-directory (if a hard disk is available) and copy both diskettes into this 
sub-directory. For detailed information of how to install and handle PC 3270 
Emulation see IBM PC 3270 Emulation Program, Version 3.0, User’s Guide, (P/N 
75X0805). 


lt would be a nice idea to have a batch file in the root directory for automatic 
path definitions, loading the Token-Ring Adapter and starting (eventually) 
NETBIOS and the Emulation. 


Such a batch file (let us name it EMU70.BAT) could look like this: 


echo off 

path \DOS32;\EDIT; \TOKENL; \EMU3270 

cd \TOKENL 

TOKREUI 400033301004 

rem Load primary adapter with local administered address 
if errorlevel 3 goto ER3 

if errorlevel 2 goto ER2 

if errorlevel 1 goto ER] 

if errorlevel 0 goto ER@ 

rem The adapter load program has set the DOS indicator (ERRORLEVEL) 
:ER3 

echo ===» One or both shared RAM locations are invalid 
goto EX] 

:ER2 

echo ===> One or both adapter addresses are invalid 

goto EXI 

:ER1 

echo ===» Adapter already loaded with same code, proceed 
goto E0OK 

: ERO 

echo ===» Adapter loaded successful ly 

: EOK 

rem If necessary start here NETBIOS program with the NETBEUI command 
cd \EMU3270 

PSCPG, f 

rem Load the PC 3270 Emulation program 

: EX] 

cd \ 

rem Return to route directory 

echo on 





Figure 27. 3270 Emulation Startup Batch File Example 


NOTE: The LAN Support program will replace TOKREUI; NETBEU! and these 
modules will be located in the CONFIG.SYS file instead of a BAT file. 
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5.7.2.1 Customization Menus 


Chg Profile | | | | ext 101 | = {100 
COMMUNICATION PROFILE TASKS 


ID ITEM YOUR POSSIBLE 
CHOICE CHOICES 


Stand-alone Station 
Network Station 
Gateway 

Gateway With 
Network Station 


a Configuration 1 


teu ou 


b Communication Attachment} 3 SDLC 2 = DFT 


Token-Ring Network 
Alternate Tasks Yes 2 = No 


3270 Keyboard 199 
3270 Keyboard Remap Yes 2 = No 


Create Or Revise Communication Setup 
Create Or Revise Modem And Line Description 
Create Or Revise Gateway Setup 

z Return To Task Selection 


Type ID Letter To Choose Item, Press Enter: 





Figure 28. 3270 Emulation Communication Profile Tasks Menu 


The above menu is selected from the PC 3270 Emulation Task Selection Menu 
(item b) 


e (a): There are two choices for display stations providing PU communications 
with the host: Stand-alone or Gateway. 


— Use the gateway configuration if this PC is to act as a gateway for other 
network stations on the same or another ring. 


— The Stand-alone configuration does not require NETBIOS. 


In a Token-Ring environment, a PC configured as a stand-alone station has 
several advantages over a PC configured as a network station. Stand-alone 
is normally the configuration of choice. 


The main advantages of a stand-alone station are: 


— No additional station is involved in the gatewa 
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— Less workstation memory is required because NETBIOS is not required 
for support of dependent network stations. 


A disadvantage of using stand-alone stations could be that each PC is 
represented with a PU and LU in VTAM and in NCP. There may be some 
situations where a configuration with gateway and network stations would 
be preferable. These include situations where the number of stations is 
very large, and thus the number of switched or local PU definitions is 
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excessive. There may also be situations in which the sharing of such 
resources as high quality printers requires that the shared resource be 
defined on the same PU as the display LUs which share it. 


e (b): For the communications attachment, selection ‘3’ is required for IBM 
Token-Ring Network. 


e (g): This choice displays the menu dealing with the Token-Ring attachment. 


Chg Profile | | | | | Ext 101 | | 100 


MODEH AND LINE DESCRIPTION 


ID ITEM YOUR POSSIBLE 
CHOICE CHOICES 


a Physical Unit ID A0001 


b Network Facility Switched 
Dedicated 
Switched Backup 


Cc SDLC Link Address 


Continuous Carrier 
Half Speed 

NRZI Encoding 
Answertone Generation 


2 = No 
2 = No 
2 = No 
(Switched Only) 


h End With REQDISCONT 2 = No 
i Destination Address 23301001 
When Finished With This Menu, Press Enter 


Type ID Letter To Choose ITEM, Press Enter: 





Figure 29. 3270 Emulation Modem and Line Description Menu 


The above menu is chosen by selecting “g” on the Communication Profile Tasks 
menu in Figure 28 on page 110. | 


e (a): The Physical Unit ID must match the IDNUM value in the VTAM 
switched major node if the gateway is an IBM 37XX. If the gateway is an 
IBM 3174-X1L, this value has no significance, yet we recommend supplying 
a unique value, since the gateway might change (e.g. for backup reasons). 
The IDBLK value inserted into the XID command by the PC 3270 Emulation 
is equal to that of a real 3274/3174 controller (X’017’). 


¢ (c): The SDLC Station address must be the SAP value of the gateway (which 
is X’04’ for the NCP and the IBM 3174-X1L in our case). 


e The following parameters are not applicable in the Token-Ring environment: 
—  (b) Network Facility 
(d) Continuous Carrier 
(e) Half Speed 
( 


f} NRZI Coding 
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5.7.3 Test Cases 


— (g) Answertone Generation 
—  {h) End With REQDISCONT 


¢ (i): The value coded for the Destination Address must match the last four 
bytes of the gateway token-ring address (the address of the TIC of the 37XX 
or of the Token-Ring Adapter of the 3174-X1L). 


The PC 3270 Emulation adds the leading four digits (X’4000’). PC 3270 
Emulation V3 requires a locally administered gateway address in the range 
‘O0000NN’ through ’79999999’. 


With a 37XX gateway, this value must be equal to the last eight digits of the 
LOCADD parameter of the LINE macro in the Physical Group definition of 
the TIC. 


With a 3174-X1L gateway, this value must be equal to the last eight digits 
entered in response to question 900 during customization. 


PC 3270 Emulation has been tested under two different configuration options: 
1. Stand-alone Station. 


2. Gateway with Network Station. 
No functional deviations could be observed during 3270 emulation. 


Session establishment, dialog communication, file transfer and session 
termination have been tested with two different host environments: 1) TSO 
under MVS, and 2) CMS under VM/VTAM. No problems and no functional 
deviations could be observed in these two environments. 


Unlike a 3174, NMVT-Alerts are not supported by PC 3270 Emulation V 3.0. This 
means no alert messages are generated by PC 3270 Emulation to inform 
NetView of certain problems. 


5.7.3.1 File Transfer Performance 


A file transfer performance test in our specific environment has shown the 
following result: 


e PC 3270 Emulation configured as stand-alone workstation 

e A PC AT with Token-Ring Adapter 

e Token-Ring Gateway was a 3174-01L 

e Host application was CMS under VM/VTAM 

¢« No additional traffic was on the Token-Ring (or through the 3174-01L). 


62,672 Bytes were transferred in about 23 seconds. 
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5.7.4 PC Scenario 





Host 


3174-01L 
is a SARS 
#3025 


\" Token-Ring Network 


Gateway 
(PC 3270 Emu) 


Network Station Stand-alone Station 


(PC 3270 Emulation) 


Figure 30. PC to 3174 Gateway Scenario 


5.8 3174 Gateway and S/36 Considerations 


5.8.1 Test Cases 


A System /36 can be attached as a downstream PU to a Token-Ring Network 
and can communicate with a main-frame host via a 3174-X1L serving as a 
gateway. In this environment, the /36 must behave as a PU-T2.0. 


Unlike other DSPUs discussed until now, the S/36 was attached to a separate 
Token-Ring Network (Ring 2) and both Networks were connected via a PC 
serving as a bridge. The bridge for these Token-Ring Networks is fully 
transparent to the both the gateway and to the DSPUs, easing connection 
across the two networks. 


In the first test case, the S/36 was driven with 3270 Emulation, its logical units 
behaved as LU-T2. Since the host application was CMS, the VM/CMS logo 
appeared on the screen of a S/36 display, and CMS could be accessed from 
them. No problems were experienced during this test. 


In the second test case, the S/36 was driven with APPC, so that its logical units 
behaved as LU-T6.2 units. The host application in this case was MVS/CICS in 
another domain (subarea 11, see Figure 31 on page 114). For this reason, the 
APPC-LUs were also defined as cross-domain resources in the CICS host and 
in the CICS TCT. The owner of the PU/LUs was the CMS host with VM/VTAM 
(subarea 33). to this host, the S/36 appeared as a local channel-attached SNA 
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PU. On the other hand, the applications in subarea 11 must have been defined 
as cross-domain resources in subarea 33. The connection between both 
domains (SSCPs) was provided by VM/CP in the form of a virtual 
channel-to-channel connection. 


5.8.2 S$/36 Scenario 


Token-Ring # 1 


RTS 


3174-03R 


System /36 





Figure 31. S/36 Scenario 
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5.9 3174 DSPU: Models X3R 


These models of the 3174 Controller attach to the Token-Ring Network and 
communicate with a host through a gateway. 3174 DSPUs can connect up to 32 
or 64 workstations, see “3270 Port Expansion Feature (feature 3100)” on page 9. 


For workstations in DFT mode with multiple logical units or CUT terminals using 
the MLT function these controllers support up to 320 LUs, see “Multiple Logical 
Terminal (MLT)” on page 217 for detail. 


The gateway address is defined at “Microcode Customization” on page 41, if 
you are customizing for multiple gateways then you have to code the additional 
gateways as you do for all multiple host configurations by specifying an “M” to 
Question 101, and then defining the additional hosts as normal. 


Unlike the PCs attached to the ring, devices attached to these 3174 models are 
not able to communicate directly with other devices in the ring unless the 3174 
has “RPQ 8Q0718” for peer communications; see “3174 Peer Communication 
RPQ (8Q0718)” on page 22 for further detail. 


5.9.1 Hardware Installation 


5.9.2 Microcode 


3174 models with the upstream Token-Ring Adapter card are: 
e 3174-13R has up to 64 ports and manages up to 320 LUs. 
e 3174-23R has up to 64 ports and manages up to 320 LUs. 
e 3174-63R has up to 16 ports and manages up to 80 LUs. 


Functionally, the models are identical. You can also change existing 3174-X1R 
(V.24 Interface) or 3174-X2R (X.21 Interface) models to 3174-13R models simply 
by installing the Token-Ring Adapter card and, customizing a new control 
diskette. The available 3174-13R conversion package includes the following: 


e Token-Ring Adapter 
¢ Control and Utility diskettes 
e Adapter cable. 


No additional storage expansion is needed for this conversion. The microcode 
determines which adapter of the 3174 is working. For information on the 
position of the different cards in the 3174 please refer to “IBM 3174 Large 
Controller Plug Chart” on page 333. 


The microcode includes a Utility diskette and a control diskette with the 
microcode needed to handle the Token-Ring Network connection. This 
microcode is implemented in Configuration Support-A Release 2 and higher of 
the standard 3174 microcode and therefore supports all standard functions of 
the 3174 at this level. 
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5.9.3 Prerequisites 
There are no memory prerequisites for these models. 


Since these downstream PUs communicate with the host through gateways, 
they appear to the host access methods and applications like a PU type 2.0. 
Certain sense information generated by these PUs is different from that 
generated by the former 3274 controllers, see 3174 Functional Description “Host 
Programming Considerations,” Appendix B. 


5.9.4 Customization 
Before your 3174 can be used as a downstream cluster controller, it has to be 
properly customized. Only those customization questions dealing with the 
Token-Ring Network attachment are discussed in this chapter. 


Take this. into consideration if (for example) you have to decide whether data 
should be compressed. The recommendation is that locally attached devices 
should transmit non-compressed data because of the high channel speed and 
remotely attached devices should compress data to be transmitted because of 
the lower line speed. 


5.9.4.1 Question 100: Model Designation 


The response to this question is: | 


X3R where X is the model type. 


5.9.4.2 Question 101: Host Attachment 
Depending on the response to this question, the next customization panel 
displayed relates to the environment chosen. If your response is ’7’, the next 
panel presented is the Token-Ring network panel. 


Multi-host configurations and responses are covered in “Multi-Host 
Connectivity” on page 239. 


5.9.4.3 Question 106: Token-Ring Network Address of the 3174 (DSPU) 
The response must contain 14 hexadecimal digits for the Token-Ring address 
and SAP of the 3174 you are currently customizing. 


4000 annn nnnn_ ss 
Where: 


4000 is the fixed part of the address 


a must not be greater than X'7' 
n can be any value from X'0' to X'F' 
SS is the SAP address (default is X'04') 


Note: The SAP address can only be specified in Configuration Support-B 
Release 2 and later where SLMH is supported. Previous levels of 
microcode will force this value to X’04’. 
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5.9.4.4 Question 107: Token-Ring Network Address of the Gateway 
The response must contain 14 hexadecimal digits for the token-ring address 
and SAP of the gateway. 


4000 annn nnnn ss 
Where: 


4000 is the fixed part of the address 


a must not be greater than X'7' 
n can be any value from X'Q' to X'F! 
SS is the SAP address (default is X'04') 


Note: The SAP address can only be specified in Configuration Support-B 
Release 2 and later where SLMH is supported. Previous levels of 
microcode will force this value to X’04’. 


The user-specified portion will be determined by the addressing conventions in 
force in the installation, see “Naming Convention Example for Adapter 
Addresses” on page 59. 


5.9.4.5 Question 215: Physical Unit Identification 
The Physical Unit Identification (PUID) consists of five hexadecimal digits in the 
range ”0” through ”F” hexadecimal. The default value is ‘00000’. Each PUID in 
the network should be unique because it identifies the 3174 to the host in 
response to an XID command. The PUID is mandatory if the 3174 DSPU uses a 
37XX gateway. 


The PUID has no significance if the gateway is a 3174. There is no IDNUM 
parameter in the PU statement of a local SNA node. However, we recommend 
supplying a unique value, since sometimes the type of gateway may change 
(e.g., for backup reasons). | 


5.9.4.6 Questions 380 and 381 
¢ Question 380: Max. Receive I-Frame Size 
¢ Question 381: Token-Ring Network Maximum In 


At Configuration Support-B Release 2 and higher, questions 380 and 381 are no 
longer asked when customizing. See “Il-Frame Size and Window Size 
Considerations” on page 78 for a detailed explanation of the values in these 
questions. 


5.9.4.7 Question 382: Max. Transmission |I-Frame Size 
The response consists of four numerical characters (padded if necessary with 
leading zeros). The default value is ”0521”. 


Notes: 


1. The response to this question is dependent upon your gateway and ring 
configuration. 


2. The I-Frame size should include the length for the SNA transmission header 
and the request header (TH = 6 bytes, RH = 3 bytes). 


3. Valid responses range from 265 to 2042 bytes. 
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4. DSPUs equipped with the Type 3A Dual Speed 16/4 Mbps Communication 
Adapter (for example 3174-13R/63R) can send |-Frames of up to 2057 
(2048 +TH+RH) bytes length. 


5.9.4.8 Question 383: Token-Ring Network Maximum Out 
The response must be a number from 1 to 7. The default value is 2. This value 
defines the Transmit Window Size for the DSPU. 


Notes: 


1. The response to this question is dependent upon your gateway and the ring 
configuration. The value given here specifies the maximum number of link 
level Il-Frames that the 3174 DSPU transmits before it waits for an 
acknowledgement. | 


2. The following figure specifies valid responses based on the associated 
l-Frame size given in the response to question 382. 






265 «© X © 521 bytes 
522 « X «€ 1033 bytes 
—©:1034 «& X «© 2042 bytes 






I-Frame size entered Token-Ring Network 
as response to # 382 Maximum Qut 

/ 

7 

4 





Figure 32. DSPU Frame Size and Maximum Out 


5.9.4.9 Question 384: Ring Speed of the Token-Ring Network 


Possible responses are: 


- 0 
24 
2 2 


— 
ee 


Notes: 


4Mbps with normal token release 
16Mbps with normal token release 


16Mbps with early token release. 


1. For controllers with a 4Mbps Token-Ring adapter installed, 0 is the only 
valid response. 


2. For coniroiiers with a 16/4iMbps Token-Ring adapter instaiied, 0, 7,or2Zisa 
valid response. A response of 2 is recommended for large networks. 
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5.10 Planning for 3174 DSPUs - 37XX Gateway 


The 3174 DSPU communicating with the host via a 372x or 3745 communication 
controller must be defined to VTAM in a Switched SNA Major Node and to NCP 
as a PU-T2.0 attached to a switched SDLC link (the TIC must be defined to NCP 
as a PU-T1 attached to a leased line). The IDBLK-Number carried in the 
inbound XID command is ‘017’ (as it is for a 3174/3274 attached to a real 
switched line). 


A 3745 can support 9,999 DSPUs, a 3725 can support 2,440 DSPUs, and a 3720 
922 DSPUs. If a DSPU must communicate through a second gateway (a second 
TIC, or another 3720/25) with a different Token-Ring address, you must re-IML 
the control diskette for the second gateway address unless you are running 
multi-host support. 


The gateways used for the tests were a 3725 channel-attached to the host with 
two different TICs attached to two different rings and, in another case, a remote 
3720 connected via an INN link to a local channel-attached 3720. 


5.10.1.1 Differences Between the 3174 DSPU and a PC 
The two major differences between a PC with IBM PC 3270 Emulation Program 
Version 3 and a 3174 DSPU using a 372X/45 host gateway are: 


1. The 3174 normally has more than two LUs defined. Adjust your LUDRPOOL 
parameters accordingly. Likewise having several LUs per PU impacts the 
MAXLU value on the logical lines PU statement. 


2. The 3174 allows receiving and transmission of larger Token-Ring frames. 
The PC is limited to 265 characters; the 3174 supports up to 4105 
characters. This impacts your coding of MAXOUT parameters in the switch 
major nodes PU, your specification of frame sizes received, RCVBUFC=, 
and frames transmitted by the Token-Ring Interface Coupler (TIC), 
MAXTSL=. 


5.10.1.2 DSPU Examples. 


See “Connectivity and Customization Examples” on page 253 for examples of 
VTAM, NCP, and 3174 customization questions for 3174’s defined as DSPUs. 
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5.11 Backup and Recovery 


5.11.1.1 Installed Equipment for Tests 
This section presents the configuration installed in the Raleigh International 
Technical Support Center to test different backup/recovery scenarios and file 
transfer from a 3270 PC to different operating systems through different 
gateways. 


vM/SP 


VM MVS 
VTAM 
SA33 SA13 





Figure 33. Installed Equipment for Tests 


3174 and 3725 gateways were channel-attached to different subareas, one under 
VM/VTAM and the other under MVS. Both virtual machines were linked via a 
virtual channel-to-channel connection. The 3720 gateway was line-attached to 
another 3720 which was in turn channel-attached to the same MVS system. 


Different downstream PUs (like the 3174-03R, System/36 and PCs using 3270 
emulation or APPC/PC) were set up to test them with all the gateways, to 
different operating systems, and applications. 


Two different Token-Rings linked via a bridge were installed to test 
backup/recovery scenarios when the gateways were located in the same or 
different ring of the DSPUs. The 3725 was attached to both rings with two 
different TICs. 
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5.11.2 Planning for Backup/Recovery with the 3174 Gateway 
The 3174 gateway offers powerful backup/recovery possibilities. Personnel 
responsible for network planning and installation should consider the 
information presented here and tailor it to their own environments. 


Different scenarios are offered as suggestions for gateway backup and 
Token-Ring Network recovery. The number of 3174 gateways, ring addresses of 
the gateways and number of host are some of the different factors taken in 
consideration. A scenario with mixed type of gateways is also presented. 


Network topology can be accommodated to fit any of these environments. As 
this book deals with the 3174, the reader will not find information regarding 
Token-Ring topologies or Token-Ring Network design; other manuals should be 
consulted for this purpose. 


§.11.2.1 Backup Planning 


The following points should be taken in consideration for backup planning: 
e Number of gateways 


The number of transactions per second that flow through the gateway 
determines the number of gateways needed. The user should use different 
tools (SNAP/SHOT, FIVE3270, 3X74 performance guidelines manual, etc.) to 
determine the load the gateway is going to handle. 


Each gateway should have its own backup controller ready to restart the 
traffic in case the main gateway fails. 


¢ Number of hosts 


The number of hosts {and how they are interconnected) determines the 
way the 3174 gateways (main and backup) should be attached. 


« Token-ring topology 


Any Token-Ring topology is accepted by the 3174 gateways and by the 
DSPUs. Bridges are transparent from the gateway and DSPU point of view. 


§.11.2.2 Recovery Planning 
When the gateway fails, the 3174 DSPUs and all the ring-attached stations that 
were using their service start sending a test command to the gateway address 
(and only to this address). If there is no answer in the ring where the DSPUs 
are attached they send every other test command with the broadcast bit on; 
these commands are propagated through the bridges if they are present. 3174 
DSPUs keep sending the test command until a backup gateway is activated or 
the broken one is recovered. 


In case of failure of one or more DSPUs, the 3174 gateway only attempts to 
connect them for each contact received from the host (just one for initial 
processing). In an error situation where the link was operational and fails, the 
Token-Ring Adapter attempts recovery; then VTAM is notified with an INOP, and 
VTAM may attempt recovery one time depending on what was specified to 
VTAM. The 3174 gateway does not make a continual attempt to connect by 
itself. 
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If you are running Configuration Support-S your 3174 does not have the ability 
to attach to two different hosts. A second controller should be attached to a 
different host or to a different channel in the same host; this creates full 
gateway backup and complete recovery scenario from the gateway’s and the 
host’s point of view. 


If two gateways are attached to two different hosts and customized with the 
same Token-Ring address in two different rings, they can be active at the same 
time. In this scenario, if the main gateway fails, recovery to the backup gateway 
by the DSPUs is automatic and almost instantaneous. 


e 3174 Gateways with same address 


If you have customized two gateway controllers with the same token-ring 
address, the IML and the opening of the Token-Ring Adapter for the first 
conirouer should be successful. When you IML ine second controner, it tries 
to open its Token-Ring Adapter (which cannot be successful due to the 
duplicate address). It displays a status code of ”881-01” (if the two 
controllers are in the same ring) but stays operational for its coax attached 


devices. 


Ifthe production gateway fails you activate, via NetView, the “backup” 
gateway. Any DSPUs defined in the local major node of the backup 
gateway is able to re-establish a host session, as the backup gateway has 
the same token-ring address as the now inactive production gateway. In 
case the number of DSPUs to recover is very large, the user may want to 
include all the necessary commands-under a NetView CLIST. 


If only one host is present, deactivation/activation of the involved Local 
Major Nodes is necessary. if Local Major Nodes definitions are iocated in 
different hosts, both can be active at the same time. 


If both gateways are attached to different rings connected via a bridge, 
duplicate address checking is not done; in this case, both 3174-01L 
gateways come up initially without returning the status code 881. 


This is the best recovery approach that can be offered with the 3174 type of 
gateway, since it requires only a NetView command from the CNM console 
with no re-IML of DSPUs and/or movement of people. 


e 3174 gateways with different addresses 


Another alternative could be be that you have a production gateway anda 
backup gateway with different token-ring addresses. The advantage is that 
both can be active at the same time in the same ring, and they can share 
the load of the ring traffic. If one gateway fails, the second can take over if 
all the DSPUs of the failing gateway are re-iIMLed with the other gateway 
address. Probably this alternative will not be acceptable in most 


inctallatinne 
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5.11.3 Recovery Scenarios 


5.11.3.1 Scenario: One 


One Host, Two 3174s 


Token-Ring 





Figure 34. Recovery Scenario: One Host, Two 3174s 
This is the simplest scenario. The second 3174 is responsible for handling the 
traffic in case the main 3174 fails. 

« Both gateways have the same token-ring address. 


e All DSPUs point to the gateway address. The 3174-x3R defines this address 
during the customizing procedure with the answer to question 107. 


e Recovery should be done as described in “Recovery Planning” on 
page 121. 


e For better reliability, each gateway should be attached to a different host 
channel. 
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5.11.3.2 Scenario: Two 


Two Hosts, Two 3174s 


Token-Ring 





Figure 35. Recovery Scenario: Two Hosts, Two 3174s 
This scenario is more complex than the previous one. The following points 
should be taken in consideration: 


1. There isn’t enough traffic flowing through the gateway to justify more than 
One active gateway at a time. 


2. End users need to access applications in both hosts through cross-domain 
facilities they already have in place. The figure above shows a 
channel-to-channel facility. 


3. In order to provide the best recovery capabilities, the second 3174 gateway 
should be attached to Host B. 
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Recovery: 


e Host resources 


As two hosts are available in this scenario, VTAM definitions for network 
resources Can be active at the same time, this allows you to recover all the 
DSPUs with only one ACTIVATE command from the CNM console if the 
gateway or the host fails. 


¢ Failure of main 3174 Gateway controller 


Activation of ring-attached controllers should be done with the procedure 
already explained. Interactive users of applications in host A should regain 
access to them through a cross-domain route from host B; users of host B 
applications get access to them directly. 


¢ Failure of host A 


In this scenario, the main 3174 senses that host A is broken and terminates 
the sessions for its local terminals but keeps the Token-Ring Adapter open, 
since there was no error in the ring. This adapter should be forced closed 
before attempting to recover the traffic through the second 3174 otherwise, 
the backup controller finds a duplicated address and does not open its own 
adapter. 


The only way to force the adapter closed is either to physically disconnect 
the unit from the Token-Ring Network or to interrupt the controller with an 
IML (or by powering it off). | 


Interactive users of applications in host B get direct connection to this host. 
Users of applications in host A have to stand by until the host is recovered 
(or they may access any available application in host B). 


¢ Failure of host B 


Users of applications in host A should not be aware that host B is not 
available. Users of host B will have to stand by until the host is recovered 
or they may access any available application in host A. 
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5.11.3.3 Scenario: Three 


Two Hosts, Multiple Gateways 


j 3174- -3174- 
X1L | XIL X1L x1L 
#3026 #3026 #3026 | |#3026| | 
D1 


Token-Ring 


| XR a | 
DSPU 2 


DSPU 1 DSPU 3 





Figure 36. Recovery Scenario: Two Hosts, Multiple Gateways 


This scenario assumes higher traffic volumes through the gateway, forcing it to 
have more than one active gateway at the same time. There are three kinds of 
users: a group which accesses applications only in host A, another group which 
accesses applications only in host B and a third group which accesses 
applications in both hosts. | | 


Every 3174 gateway should have a backup gateway customized with the same 
address but channel-attached to the other host. That is, a main 3174 in address 
D1 attached to host A and its backup 3174 (with same address, D1) attached to 
host B. 


Recovery procedures are similar to the previous scenarios; the important point . 
to remember here is that the backup controller should be attached to a different 
host. The group of users accessing applications in host A should be routed 
through the gateway with the D1 address, the group of users accessing 
applications in host B should be routed through the gateway located in address 
D2. Multi-host access should be done through the conventional cross-domain 
links. 
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5.11.3.4 Scenario: Four 


Mixed Gateway Types 


Token-Ring 





DSPU 1 DSPU 3 


Figure 37. Recovery Scenario: Mixed Gateway Types 


This scenario considers that a 3174 is working as the backup controller for a 
37XX, or vice-versa. The same considerations given in previous scenarios apply 
for this one. 


Note 


One of the most important points to remember is that host definitions for the 
DSPUs are different depending on the gateway they are using. 


In the case of the 3174, they are defined as channel-attached controllers in a 
Local Major Node, while in the case of the 372X, they are defined as remote 
controllers in a Switched Major Node. 


This scenario combines the best of both worlds. It is be applicable for 
customers who are installing a Token-Ring interface in an already existing 37XX 
and want to have a full backup/recovery scenario without having to install a 
second 3725. 


If gateways are attached to different hosts and different rings, both gateways 


and their VTAM resources for the DSPUs can be active at the same time; in this 
case recovery is automatic and almost instantaneous. 
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5.11.3.5 Scenario: Five 


Alternate IML Communication Adapter 


3174-11L 


#3026 | #304x 
Token-Ring 


3174-13R 3174-13R 


Figure 38. Recovery Scenario: Alternate IML Communication Adapter 





For 3174 Models 01L/11L and 03R/13R features #3040 through #3043 provide an 
additional communication adapter with a V.24 or V.35 or X.21 interface. These 
adapters cannot be used concurrently with the primary host link, and require an 
IML after loading another precustomized Control diskette. 


If Host A fails, the local channel attached gateway can be re-IMLed with a 
control diskette also carrying Configuration Support-S but customized for a TP 
interface, thus giving to the 11L the appearance of an 11R or 12R model. The 
local gateway becomes a remote gateway, attached via a TP link and 37XX to 
Host B. 


On the downstream PUs (A, B, C), normally Configuration Support-A is installed 
because this base microcode supports the upstream Token-Ring Adapter 
inherent to the model. One of the Token-Ring devices (let us say DSPU C) can 
have an alternate TP link (#3040 through #3043) installed and can have 
Configuration Support-S for backup reasons (that means, feature #3026 must 
have been ordered for DSPU C, which is not cost effective). The better 
alternative would be to install the optional Configuration Support-B on DSPU C 


bmwne Bh a ee mh nN Ome Mil ama tan Rmeanmavn hn nbn Aratamiaatian 


aiso WF Le norma USAaYo do DSPU, aiiu lu pICpalIe a VAULNUP LCUDSLYUTINZAUUEH, 


supporting TP link #304x. 


If then the local gateway fails in addition to host A, it disconnects from the 
Token Ring giving DSPU C the opportunity to connect to the ring with the same 
gateway address as the former local gateway. The new remote gateway has the 
same DSPU addresses customized with the exception of its own address. 


After the alternate IML of “C,” all Token-Ring attached devices can 
communicate with Host B via the remote gateway “C” and the 37XX. 
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5.11.3.6 Scenario: Six 


Single Link Multi Host Support and CCA 


eee a 


#3044 


Token-Ring 


3174-13R 3174-13R 





Figure 39. Recovery Scenario: Single Link Multi Host Support and CCA 


With the optional Configuration Support-B and the Concurrent Communication 
Adapters (feature #3050/1/3 for a V.24, V.35 or X.21 interface), new backup 
possibilities are provided. 


From a 3174 controller with Configuration Support-B and up to two CCAs 
installed, up to three hosts can be accessed concurrently from direct attached 
devices. DFT devices with multiple host sessions and CUT devices using the 
MLT function can spread up to five sessions over the primary host link and up 
to two secondary links in any combination. If Host A fails it has no impact on 
the sessions to Host B. The operator can hot key between those sessions. 


In addition to the Concurrent Communication Adapter, Configuration Support-B 
supports over the primary token-ring host link the concurrent access to as 
many as eight hosts via their respective gateways attached to the token-ring 
network. This SLMH function is microcode-only and has no additional hardware 
requirements. 


What is said for MLT sessions over different CCAs is also true for the multi-host 
access over a single link and even for the combination of both functions: Up to 
five MLT sessions can be spread over up to ten hosts (eight via the token ring 
and two via CCAs) from a device directly attached to a 3174 controller. The 
operator can then hot key between those five sessions. 
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5.11.3.7 Scenario: Seven 


Multi Host Token Ring Gateway 


3174-11L | 37XX 


Token-Ring 


3174-13R 3174-13R 





Figure 40. Recovery Scenario: Multi-Host Token-Ring Gateway 


With Configuration Support-B Release 3 the recovery and connectivity options 
have been further enhanced by allowing a DSPU to access the CCAs installed 
in the gateway controller. 


A terminal on DSPU ”B” using its five available MLT sessions can access Host 
A through the gateway’s “primary” route. You can also access Host B by going 
through the same gateway and then accessing the CCA and using its host 
connection. DSPU ”C” has the added connectivity option of using its own CCA | 
as a third path back to Host B 


Note 





There is a maximum of 50 DSPUs that can access an SNA host through 


each Concurrent Communication Adapter. 


In a remote Token-Ring Network this method of multiple connection or backup 
option becomes very attractive as there can be considerable cost savings on 
lines and hardware as you don’t require a Concurrent Communication Adapter 
in each 3174 Controller. 


In the case of DSPU ”C” a 3174-13R you also have the Alternate IML function 


and backup TP line. This is also true in the case of the 12L, 22L, and 23R 
Models. 7 
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5.11.4 Disconnecting/Reconnecting from the Token-Ring Network 
The following figure shows the recovery steps necessary if the connector to the 
Token-Ring is pulled off at the gateway or at the DSPU. 


Operation 
Operat.| Adapter; VTAM Operat.| Adapter} VIAM 
Panel] | Status | Status Panel | Status | Status 


Gateway T—Ring | 880-05 | CLOSED | ACTIV 583-09 OPEN PSUB 1 

Connector pulled 4693 

wire f. 

T-Ring reconnect! 3174 OPEN | ACTIV " u no 
V INACT,F / " ' 3174 Lg TINOP/ 
V ACT DSPU ACTIV 
ACTIV CLOSED 

4693 
wire f. 
i TINOP/ 
ACTIV 


Figure 41. Disconnecting/Reconnecting the Token-Ring Network 


DSPU T-Ring 3174 
Connector pulled 






T-Ring reconnect u 
IML  DSPU 


V INACT,F  / " 
V ACT DSPU 





5.11.5 Hints for 3174 at IML Time 
If for any reason a 3174 DSPU must be re-IMLed, the result depends on the 
status of LU-LU sessions at IML time. If no LU-LU session exists, the controller 
becomes ready immediately at the end of IML. If LU-LU sessions are broken by 
the IML, the PU must be deactivated with the force option after IML (and 
afterwards it must be activated again). Then, the controller becomes available. 
The status of the LU-SSCP sessions does not matter. 


If for any reason a 3174L gateway must be re-iIMLed all LU-LU sessions (to the 
native attached devices and to devices attached to the DSPUs) are ended 
logically in VTAM. This means that at the end of the IML process all devices 
become available (under VM/VTAM, all VM sessions to CUT devices are 
reestablished). | 


If for any reason a 3174 gateway must be switched offline from the channel, 
“503” status code displays at the gateway controller and a “583” status code 
displays at all DSPU controllers. After the gateway is switched back online, all 
controllers recover the session with the host and display the “3174” status code. 
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6. 3174 and X.25 Support 


The remote models of the IBM 3174 can communicate with host systems 
through an X.25 Packet Switched Data Network (PSDN). Using 3174 Controller 
microcode Configuration Support-B release 3.0 or later, the implementation of 
X.25 support on the 3174 follows the International Telephone and Telegraph 
Consultative Committee (CCITT) recommendations given in 1988. Previous 

_ microcode releases support the 1980 recommendation. 


It is important to understand that some X.25 knowledge is required when 
connecting to a X.25 PSDN, and several points must be considered before 
attempting to customize the 3174. This chapter details: 


e A summary of the X.25 features supported by the 3174 ~ 
e Planning guidelines for installing a 3174 in an X.25 network 
¢ 3174 configuration and operation hints 
e Scenarios used to test the 3174 X.25 feature. 
Further information can be found in the following manuals: 
¢ 3174 Planning Guide (GA27-3844). 
e X.25 SNA Guide (GG24-1568). 
¢ IBM 3270 Information Display System X.25 operation (GA23-0204). 


6.1.1 3174 Implementation of X.25 


All 3174 models can operate up to a maximum speed of 19.2 Kbps with X.25. 
The physical interface can be X.21 or X.21 bis. 


In an X.25 network, the 3174 Controller uses SNA/SDLC protocols at the higher 
layers of communication, making the transport system transparent. This allows 
the user to work as in an SNA environment, establishing sessions with VTAM 
applications (like TSO, CICS), in one or more domains. The SNA logical link 
controls supported by the 3174 are: | 


¢ Qualified Logical Link Control (QLLC), logical link control type 3. 
e Physical Services Header (PSH), logical link control type 2. 


You need to use PSH if the control unit will be connected to a host via a 
network interface adapter or NIA. However with current products, there should 
be no reason to do this. We recommend that you use QLLC for SNA X.25 
connection because it takes advantage of the X.25 integrated support of the IBM 
SNA host and SNA subsystems. In Configuration Support-B PSH is no longer 
supported for the 3174. 


The 3174 access to the network is a 4-wire link using the LAPB protocol (Link 
Access Protocol Balanced). | 
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6.1.1.1. Virtual Circuits 
The 3174 supports both switched virtual circuits and permanent virtual circuits 
or SVCs and PVCs. A PVC can be thought of as a point-to-point, four-wire 
leased line. An SVC can be thought of as a point-to-point, four-wire switched 
line. Sessions between the host and 3174 attached devices are multiplexed on 
a virtual circuit. 


Configuration Support-B Release 3 included many enhancements to X.25 
support in the 3174 Controlier; one of the main features is the muiti-nost 
support. Before Configuration Support-B Release 3 only a single X.25 link was 
supported and within that link only one virtual circuit could be established. 


Now with Configuration Support-B Release 3 up to eight hosts can be defined 
on the 3174 Controller primary adapter and up to four on each of the secondary 
adapters (CCA). These connections can be a mixture of PVCs and SVCs. lfa 
PVC is used, the 3174 attempts to open the link at IML time. When customizing, 
you define a single PVC for each host you wish to access. 

If you use SVCs, you can establish a connection in a number of ways including: 


e Manually from a “Dial” screen on the 3174. 


e The new autocall feature, which initiates the call request automatically 
whenever the first device with a logical terminal defined to the required 
host is powered on. : 


e By responding to an incoming call from the host. 

6.1.1.2 X.25 Options 
The following X.25 options are supported by the 3174: 

* Data Packet sizes of 64, 128, 256, or 512 bytes 

e Packet-size negotiation 

e Modulo 8 or 128 for packet level sequence numbering 

¢ Packet window sizes of 1 to 7 for modulo 8 

e Packet window sizes of 1 to 11 for modulo 128 

e Packet window size negotiation 

¢ Connection Identifier 

e Recognized Private Operating Agency 

e Closed User Group 

e Reverse charging 

¢ Throughput class negotiation. 


These options are specified when the customizing process take place. A 
summary of the customization is provided in “Customizing X.25” on page 137. 
However we suggest you use the 3174 Planning Guide at the correct release for 
your machine’s microcode level for the detailed responses. 
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6.1.1.3 Configuration Support-B Release 3 Enhancements 


We have already mentioned some of the new functions available with 
Configuration Support-B Release 3. In summary, these functions are: 


e Support for CCITT X.25 recommendation 1988 
¢ Multiple host access using the 3174 Concurrent Communication Adapter 


e Multiple host access over a single link (either primary or Concurrent 
Communication Adapter) 


e Autocall/Autodisconnect for SVC operation 
e Enhancements to X.21 and X.25 Dial screens 


e Support for maxdata 521. 


6.2 Planning for X.25. 


6.2.1.1 Financial 


This section provides some guidance and suggestions for the attachment of a 
3174 to a X.25 network. 


You may wish to consider some of the following points when planning your 
network. 


When planning the network, the main consideration is usually to find the correct 
balance between the financial cost and the function required. 3174 planners 
must remember that packet-switched network costs are usually volume 
dependent, regardless of whether switched or permanent virtual circuits are 
used or the distance between the communicating ends. Packet switched 
networks may be a more economical alternative for terminal locations that are 
widely dispersed and have low traffic volumes. You need to determine when it 
is more economical to use conventional leased lines or circuit-switched 
networks. 


The use of X.25 may save on hardware costs. Instead of running multiple lines 
on a 3/X5 and using modem racks, multiplexers, banks of switches etc., with 
X.25, you need only one line into the network for all of your devices (provided, 
of course, that it can handle the traffic). 


6.2.1.2 Performance 


If you are planning to use X.25 as the protocol in a private SNA network, it adds 
an overhead to the performance of the network and the capacity of the 
components such as the 37X5. All other things being equal, SDLC is more 
efficiently processed in an IBM network. 


It is necessary to be aware that in an PSDN, there are no guarantees for 
continuous throughput. Frequently, PSDNs use flow control mechanisms like 
window sizes or maximum packet length in order to regulate the input/output 
rate for all users. The user should have a realistic idea of the response time 
that can be expected. Good performance can be obtained with careful planning 
and tuning of the definitions used in the network. 
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6.2.1.3 Function 


With the advent of 3174 Single Link Multi-host support for X.25, the cost of using 
X.25 may be more attractive for situations where multiple host access is 
required from remote sites. For example, you can access both a S/370 host 
and an AS/400 host over a single connection, whereas to do this with SDLC 
requires either two lines or a host router program such as HCF. 


6.2.2 Preparing to Customize 


When you are customizing a 3174 for X.25, you are asked many questions that 
require careful preparation. This is especially true if you are using SVCs. X.25 
networks offer a wide variety of options and unfortunately, this makes the job of 
the network planner more difficult. 


You are advised to meet with the company providing the X.25 facilities to 
discuss your specific requirements, and review the PSDN facilities in light of the 
function available on the 3174 and the host software you are using. 
Consider some of the following: 

° Level of CCITT recommendation supported 

e Line speed 

¢« Type of virtual circuit (SVC or PVC) 

e Number of logical channel/s to be used 

e Call initiation for SVCs 

- Frame window size 

e Packet window size 

e Parameter negotiation. 


This optional facility allows the negotiation of data flow control parameters 
on a calling basis, and it is applicable to SVCs only. When an SVC is 
established, the DTE and DCE agree about the packet and packet window 
size. There are two packet and window sizes; one for each direction. 


e Closed user group 


This facility provides better security, because only SVCs between DTEs of 
the same group can be established. | 


e Reverse charge 
This option permits the data communication expenses to be centralized. 
e Default throughput class assignment 


Optional facility that provides network subscription class of a default 


S 
: 
througnput class from a list of classes sunported by the network. 


When you have decided on the features and you have the subscription 
information from the network supplier, you have enough information to begin 
customizing the 3174. 
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6.3 Customizing X.25 


This section summarizes the specific X.25 questions asked during 
customization. The 3174 Planning Guide is where you find the details and the 
sample worksheets of the X.25 customization panels 


6.3.1.1 Question 101: Host Attachment 
When customizing for X.25, the response to this question must be 3 for single 
host configurations and M for the multi-host support. (M is supported only in 
Configuration Support-B release 3 and later.) 


6.3.1.2 Question 215: Physical Unit Identification. (PUID) 
If you are working with a Switched Virtual Circuit (SVC) you must give a unique 
identification number to the physical unit. The value is used in the QXID, when 
the connection is established (see the SVC examples later in this chapter). If 
you are using a VTAM host, the PUID must match the IDNUM parameter on the 
PU macro for the switched major node definition of this 3174. For other host 
types, there is an equivalent definition for this value for example: 


* EXCHID of the AS/400 or System/38 
e REMOTE XID of the System/36. 
6.3.1.3 Question 372: Autocall/Autodisconnect 
This is a new feature for Configuration Support-B Release 3 It is a two digit 
field with the following meaning: 
First digit 
¢ 0 = Autocall should not be used 
e 1 = Autocall should be used (dial) 
e 2 = Autocall should be used (direct, X.21 switched only) 


second digit 

¢ 0 = Autodisconnect should not be used 

e 1 = Autodisconnect should be used. 
This feature, if used, may reduce network charges for X.21 switched or X.25 
SVC connections. With autocall active, the 3174 dials the host when the first 


terminal is powered on and autodisconnect disconnects from the host when the 
last terminal is powered off. 


6.3.1.4 Question 400: Network Type 
Note: The response to this question depends on the microcode level. 
Configuration Support-B release 3 includes support for CCITT recommendation 


X.25, 1988 level. 


Prior to Configuration Support-B release 3.0, the response to question 400 is 
two characters as follows: 
00 = CCITT recommended network with announced IBM support. 


01 = Connection is to the Netherlands DATANET1. 
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02 = UKPSS** or Telenet** (UKPSS is the United Kingdom Packet Switched 
Service) 


In Configuration Support-B Release 3 and higher, the response to question 400 
is four characters. They appear on the screen in the default format: 
00 0 0 | 
the first two are as follows: 
00 = CCITT recommended network with announced iBM support. 
01 = Connection is to the Netherlands DATANET1. 


Note: Option 02 has been dropped from this question. Use 00 if your network 
is UKPSS or Telenet. | 


The third character is the level of CCITT recommendation X.25 supported. 
0 1980 level 
4 


1984 and beyond level. 


The fourth character is coded: 
0 = The 3174 should use SNA diagnostic codes for network errors. 
1 = The 3174 should use ISO diagnostic codes for network errors. 
6.3.1.5 Question 401: Circuit Type | 
The 3174 can support four circuit types. The type of virtual circuit is defined 


according to the capability of the 3174 to initiate a call and the subscription 
option with the network. 


e {1 = Permanent virtual circuit. (PVC) 


¢ 2 = Incoming virtual circuit; used only when the DTE host can initiate the 


call. (SVC) 
¢ 3 = Outgoing virtual circuit; used only when the 3174 can initiate the call. 
(SVC) 


¢ 4 = Two-way virtual circuit; in this case, either the 3174 or the host can 
initiate the call. (SVC) 


6.3.1.6 Question 402: Logical Channel Identifier 
For Configuration Support-B release 3 and later, this question defines the value 
of the logical channel used for a PVC. PVC usage is specified in question 401. 


Prior to B3, this field is also used for the LCN of the SVC. See questions 
461-466 for defining the LCNs for SVCs if you are using Configuration Support-B 
release 3. 


The value should be in the range 0000-4095 and is available from your network 
subscription information. 
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6.3.1.7 Question 403: Logical Link Control 
This question is not presented for Configuration Support-B. The 3174 no longer 
supports PSH and all connections use QLLC. If you are customizing 
Configuration Support-A, then code as follows: 


- 0 PSH control 
¢ 1 = QLLC control 


Normally code for QLLC. PSH is only required if a network interface adapter 
(NIA) is used. This definition can be changed on the dial screen, field QLLC for 
Configuration Support-A. 


6.3.1.8 Question 409: X.25 Keyboard Support Options 
This question allows you to choose how to use X.25 Extension Mode Keys. 
e Digits 1 and 2: Disc key 


This option determines whether the disconnect key can be used and from 
where it can be used. 


e Digits 3 and 4: LOCAL & COMM Keys 


This option defines if the Local and COMM keys are supported and what 
terminal can use them. 


e Digit 5: X.25 extension keys 


Defines whether the extension keys are supported on all attached CUT 
terminals, or only from the terminal attached to port 0. 


¢« Digit 6: Dial Keys 


Display all fields on the dial screen or only the HNAD (Host Network 
Address). 


e Digit 7; DISC/LOCAL 
specifies whether the disconnect is delayed or immediate. 
e Digit 8: Reserved 
6.3.1.9 Question 420: Incoming Call Options 


Specifies the facilities supported by the 3174 and the network that is in effect 
when the host is trying to make a call to the 3174. 


Refer to the network subscription to determine which facilities are used. 


These settings can be changed on the dial screen, field IOPT. 
e Digit 1: Host DTE Address 
Indicates whether the Host DTE address will be validated or not. 
e Digit 2 and 3: Reverse-charge facility 


These digits are used to specify whether incoming calls with reverse charge 
are accepted or not. 


— 00 = do not accept reverse-charge call requests 


— 01 = accept calls with the reverse-charge facility equal to 
reverse-charge requested. 
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— 10 = accept calls with the reverse-charge facility equal to 
reverse-charge not requested. 


— 11 = accept calls with the reverse-charge facility whether 
reverse-charges are requested or not. 


¢ Digit 4: Negotiated Packet Size 


Specifies whether the 3174 Controller allows incoming calls which negotiate 
the packet size. not. 


¢ Digit 5: Negotiated Window size 


Determines whether Incoming calls that want to change the maximum 
number of packets that can cross the DTE/DCE interface before receiving an 
acknowledgment are accepted. 


e« Digit 6: Connection Identifier 


Verifies the Connection Identifier (CID) on incoming calls (SVC). This may 
be required in some networks. If specified, the 3174 compares the CID on 
incoming calls against the value you specify in question 452. 


¢« Digit 7: Throughput Class Negotiation 


Accepts or rejects incoming calls that want to change the communication 
speed. 


e Digit 8: Reserved. 
6.3.1.10 Question 421: Outgoing Call Options 
Specifies the facilities supported when the 3174 is trying to make a call to the 
host. Please refer to the network subscription in order to determine what 
facilities are be used. | 
These settings can be changed on the dial screen, field OOPT. 


¢ Digit 1: Indicates whether the 3174 DTE address is supplied in the call 
request packet. 


e Digits 2 and 3: Reverse Charge facility. Specifies whether the 3174 
Controller will try to make calls with reverse charge. 


—- 00 
— 01 


do not include reverse-charge request in the call request 


request reverse-charge via reverse-charge facility 
— 10 = request no reverse-charge via reverse-charge facility 


e Digit 4: Negotiated Packet size. Defines that the 3174 tries to negotiate the 
packet size during the session establishment. 


e Digit 5: Negotiated Window size. Indicates that the 3174 wants to change 
the packet window size for this call. 


¢ Digit 6: Determines whether the connection identifier password is supplied — 
in the call request packet. 


¢ Digit 7: Throughput Class Negotiation. Determines whether to change the 
communication speed in outgoing calls. This option is not supported by 
NPSI, but the user could get support by the use of DATE facility. 


e Digit 8: Reserved. 
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6.3.1.11 Question 423: Host DTE Address | 
Enter a maximum of 15 digits for host DTE address. (SVC) This definition can be 
changed on the Dial screen, field HNAD. 


6.3.1.12 Question 424: 3174 DTE Address | | 
Enter a maximum of 15 digits for the 3174 DTE address. (SVC) 


6.3.1.13 Question 430: Negotiated Packet Size 
e 1 = 64-byte packet 


e 2 = 128-byte packet 
e 3 = 256-byte packet 
e 4 = 512-byte packet 


For an SVC, this value defines the maximum packet size that is supported for 
the 3174 when a negotiation takes place (if negotiation is specified in questions 
420 or 421). This definition can be changed on the Dial screen, field NPKT. 


For Configuration Support-B Release 3 and later this value is also used for a 
PVC where the packet size is not negotiated and this field is used to set the 
packet size. 


The value used should be compatible with your network and your host. 


6.3.1.14 Question 431: Packet. Sequence Numbering 
« 0 = modulo 8 


¢ 1 = modulo 128 


Specify 1 if your network supports this and you wish to use the extended packet 
sequence numbering. 


6.3.1.15 Question 432: Negotiated Window Size (NWND) or PVC Window Size 
¢ 01-07 for modulo 8 


« 01-11 for modulo 128 


For an SVC, this field defines the packet window size range that can be 
supported by the 3174 when a negotiation takes place if specified in question 
420. This answer can be changed on the Dial screen, field NWND. 


For a PVC, no negotiation occurs and this value sets the window size. 


6.3.1.16 Question 433: K-Maximum Out 
A number from 1 to 7. It indicates the maximum number of frames that the 3174 
can send or receive before sending or receiving an acknowledgment. 
Essentially this is a checking mechanism used to ensure that the exchange of. 
information is free of errors. For an error-free access line, better throughput is 
obtained if the largest value is used. Refer to the network subscription for 
more information. 
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6.3.1.17 Question 434: Nonstandard Default Packet Size 
e 1 = 64-byte packet 


e 2 = 128-byte packet 
e 3 256-byte packet 
e 4 = 512-byte packet 


Before Configuration Support-B Release 3, this value is used if negotiation is 
not done or when the 3174 is working with a PVC. 


After Configuration support-B Release 3, this question is not used for PVCs. 
The PVC gets this value from your response to question 430. 


This answer can be changed on the Dial screen, field DPKT prior to 


Configuration Sunnort-RB Release 3. 


6.3.1.18 Question 435: Nonstandard Default Window Size 
¢ 01-07 for modulo 8 


e 01-11 for modulo 128 


This answer specifies the default packet window size for SVCs. This value is 
used if there is no window size negotiation. 


This answer can be changed on the Dial screen, field NWND prior to 
Configuration Support-B Release 3. Refer to the Network subscription for more 
information. 


6.3.1.19 Question 440: Throughput Class Negotiation. 
This response is used if throughput class negotiation is specified in questions 
420 or 421. It can be used to set the priority for packets 


The value entered here is included in the outgoing call request, and is used to 
determine whether to accept the incoming calls. 


Configuration Support-B release 3 allows for a new value of D to be entered 
which represents the value 64 000 bps. This answer can be changed on the 
Dial screen, field TCLS. Refer to the Network subscription to determine 
whether the facility is supported 


6.3.1.20 Question 441: Closed User Group 
This field is optional. If used, the value should be in the range 00-99. A value 
entered here is included in the outgoing call request. This answer can be 
changed on the dial screen, field CUG. Refer to the Network subscription to 
check whether the facility is supported. 


6.3.1.21 Question 442: Recognized Private Operating Agency 
Optional. When a value is specified, it is used to route the packet in a 
multi-PSDN. This answer can be changed on the Dial screen, field RPOA. 
Refer to the network subscription to check whether the facility is supported. 
Valid values are 0000-9999. 


142 3174 Installation Guide 


6.3.1.22 Question 450: Link Level Transmit Timeout | 
Specified in 0.1 second intervals. Refer to the Network subscription for the 
value. 


6.3.1.23 Question 451: Number Retries 
Number of retries required. Refer to the Network subscription for the value. 


6.3.1.24 Question 452: Connection Identifier (CID) 
An alphanumeric value entered here defines the Connection Identifier that may 
be sent on a call request for an SVC. 


This value can be changed on the Dial screen, field CID. 
When digit 6 of of question 420 is set to 1, the CID is used to determine whether 
to accept the incoming calls. It is included in the outgoing call request if digit 6 


of question 421 is set to 1 


If you are connecting to NPSI", this value must be hexadecimal instead of 
numeric. 


Note 





The following questions only apply to Configuration Support-B release 3 and 


later 


6.3.1.25 Question 453: Connection Options 
This is a 8-digit field; the default response is 00000000. Only the first two digits 
are used. 


Digit 1 is used to define the level of CCITT X.25 architecture supported by the 
3174 Controller. 

¢ 0 = 1980 

e 1 = 1984 and beyond 


Digit 2 is used to define the diagnostic codes issued by the 3174 Controller for 
Clear Request or Reset Request packets when breaking the connection with a 


remote DTE. 
°° 0 = SNA 
e 1 = {SO 


This answer can be changed on the Dial screen, field COPT in Configuration 
Support-B Release 3 and higher. 


6.3.1.26 Questions 461-466: Logical Channel Numbering 
These questions are used to define the range of logical channel numbers 
(LCNs) used for X.25 SVC call establishment. Configuration Support-B release 3 
allows multiple virtual circuits to be defined so that multiple hosts can be 
defined. The values are in the range 0000-4095 and are sequential in the order 
they are listed below and following the PVC LCN if specified in question 402. 
The total number defined (including PVC) must not exceed 255. 


¢ Question 461: Lowest Incoming Channel 
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e Question 462: Highest Incoming Channel 
e Question 463: Lowest Two-way Channel 
° Question 464: Highest Two-way Channel 
¢ Question 465: Lowest Outgoing Channel 
e Question 466: Highest Outgoing Channel 


6.4 3174 Operating Procedures for X.25 


When the control unit is ready to work, some operational considerations must 
be taken into account depending on what type of virtual circuit is used. Ifa 
3174 is working with PVCs, the operation of the controller is similar to a leased 
SDLC line and operator intervention is minimal. 


An SVC connection, however, may require an operator to initiate a call into the 
network. This can be done automatically with Configuration Support-B Release 
3 using the Autocall/Autodisconnect feature simply by powering on a terminal 
which is configured for the switched host. Otherwise it is performed manually 
as explained below. 


An SVC connection may be initiated by the host and in this case, the 
operational procedures (if used at all) involve altering the incoming call options. 


This section explains the procedure needed to manually control the call from 
the 3174 end. 


The 3174 permits the operator of an attached CUT device (like a 3278 or 3178) to 
initiate an outgoing call or modify the incoming call parameters. To support 
X.25 SVC, specific key functions are provided at the display. These are DIAL, 
LOCAL, COMM and DISC. These keys are active on (CUT mode terminals only) 
when the keyboard is in “Extended Select” mode which can be entered on most 
current IBM displays by pressing the “ExSel” key. On some older displays, 
Extended Select can be entered by pressing AIt-EOF. You know if you are in 
Extended Select by a solid right arrowhead displaying in the operator 
information area of your screen. 


Once you are in this mode, you can invoke the X.25 special keys. Keyboards 
vary greatly in layout, but on a US English typewriter keyboard, these keys are: 
¢ Key character “1” = DIAL 
e Key character “2” LOCAL 
e Key character “3° = COMM 
« Key character “5° = DISC. 


If you are using a different keyboard, then the key is the one occupying the 
same position on the layout of the central keys. Once the extended key is 
pressed, the keyboard will go back out of Extended Select mode. 
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The keys make the following functions available: 


6.4.1 Dial Screen 


DIAL key 


This key permits you to connect the 3174 to the host through an outgoing 
call, or change the incoming call parameters using the dial screen. See 
“Dial Screen,” below, for the format of this screen. 


DISC key 


Allows you to disconnect the 3174 from the X.25 network. The 3174 may 
have been configured to send an Operator Check indicator if an active SNA 
session is present. If the DISC key is pressed again, the disconnect 
process takes place by sending a clear request packet from the 3174. 
However, if the RESET key is pressed after the first DISC the process is 
reset. !f no SNA sessions are active, the disconnect process is made 
automatic after the DISC Key is pressed. 


LOCAL key 


This key permits the user to disconnect the 3174 from the X.25 link. The 
process to disconnect the 3174 from the network is the same as with the 
DISC key. 


COMM key 


Permits the user to reconnect the 3174 to the X.25 link. For PVC 
operations, the LOCAL and COMM keys can be used for disconnect and 
reconnect operations. The customizer has the option of deleting these keys 
in order to eliminate operator intervention. 


If you are using switched virtual circuits, you can initiate the connection from a 
screen called the Dial screen. This screen appears when you press the DIAL 
key (mentioned in the previous chapter). 


Depending on your response to question 409, you get either one of the full 
screens shown below or a screen which only gives you the HNAD to change. 
The first screen shown is for Configuration Support-A but the Configuration 
Support-B screen before release 3 is almost the same except that you do not 
have the QLLC field. The second screen shows the format after Configuration 
Support-B Release 3. The changes are: 


DPKT and DWND are removed as these parameters with their modified 
meanings in Configuration Support-B Release 3 should no longer be 
changed on a per call basis. 


COPT (connection options) is added. 


The CID is now displayable, not hidden. 
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HNAD 123456789012345 


CID 
NPKT 
NWND 
RPOA 
CUG 
QLLC 
TCLS 
DPKT 
DWND 
OOPT - 
IOPT 
1/0 


A0000076 
l 

07 

1898 

32 

] 

9 

1 

02 
90000000 
00000000 
0 





OO ie eta A I eR Ree RO Ra een PRA cree AS AE RAN ENE eee RE IES PETE DERN Ser ae Bree tere edie are ae ate See ETL 


Figure 42. X.25 Dial Screen for Configuration Support-A 


123456789012345 


A0000076 
1 

07 

1898 

32 


9 
00000000 
00000000 
00000000 
0 





Figure 43. X.25 Dial Screen after Configuration Support-B Release 3 


The I/O field is displayed only in two-way calls. It defines whether the new 
values entered are only stored {and are valid until next IML or next change) or 
if the 3174 initiates an outgoing call (value O) with the values displayed on the 
dial screen. 


Explanations for the rest of the fields are available in “Customizing X.25” on 


page 137. The following table can be used to cross reference the fields to the 
questions. 
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Table 4. Dial Screen Parameters 
Field 
HNAD 


Corresponding customization question 


Question 423: Host DTE address 


CID Question 452: Connection identifier 
NPKT 
NWND 
RPOA 


Question 430: Negotiated packet size 
Question 432: Negotiated window size 


Question 442: Recognized private operating agency 


Question 441: Closed user group 


Question 440: Throughput class negotiation 


TCLS 
DPKT Question 434: Nonstandard default packet size 
DWND 
OOPT 
lOPT 

COPT 





Question 435: Nonstandard default window size 
Question 421: Outgoing call options 
Question 420: Incoming call options 


Question 453: Connection options 


‘@) 
= 


The dial screen can be reset after an unsuccessful call by pressing the RESET 
key after pressing the CLEAR key. 


6.5 Packet Types 
Common packet types are used by the 3174 in a X.25 environment. A brief 
description of the different packet types follows. Use of these packet types are 
described in the test scenarios, later in this chapter. 
The 3174 Maintenance Information also has a description of the packet types. 


e Call request 


Sent by a 3174 operating in an SVC circuit, when an outgoing call is made 
using the dial operation. The packet contains the host’s telephone number, 
and the specified options that must match with the user’s subscription. 


e Incoming call 

Received by the 3174 in a SVC when the host is initiating a call. 
e Call accepted 

Sent after one incoming call arrives to a 3174 working in an SVC circuit. 
e Call connected 


Received as a confirmation of the “call request” sent to the remote DTE. 
The SVC circuit is now in “data ready” state and SNA data flow begins. 


« Clear Request 


Sent by the 3174 when certain errors are detected (logged) or when a DISC 
operation is issued. (SVC only) 
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e Clear indication 


Received as a result of a normal clearing sequence, or as a result of 
problems detected by the network or the remote DTE. In the last case, the 
3174 logged the cause and diagnostic codes. The 3174 answers this packet 
with a clear confirmation packet. (SVC only) 


e Clear confirmation 


Sent by the 3174 as an acknowledgement of the receipt of a clear 
indication packet. (SVC only) 


e Reset request Sent by the 3174 connected to a PVC when it detects certain 
X.25 errors or when the Local operation is specified. In the first case, the 
3174 logs the cause and diagnostic codes. 


e Reset indication 
Received by ine 3174 when a probiem is Geiecied by ine network or by the 
remote DTE. 

¢ Reset confirmation 
Sent by the 3174 as acknowledgement of a reset indication packet. 

e Restart request 


The 3174 sent the restart request packet because it has detected certain 
X.25 errors, the local key has been pressed, or an open link operation has 
been performed. Open link is performed when: 


1. The 3174 is IMLed. 
2. Local mode has been entered and the COMM key has been pressed. 
3. The link has been closed because of an error condition. 

¢ Restart Indication 


Received from the remote DTE when it wants to initialize the packet level. 
The 3174 response with a Restart Confirmation packet. 


e Restart Confirmation 

Indicates the end of the link initialization. 
« Data 

Used to receive or transmit data once the circuit has been established. 
¢ Receive Not Ready 


Can be sent or received by the 3174. When it is received, transmission is 
stopped until a Receiver Ready packet is received. 


* Receive Ready 


Sent in response to any packet that is received unless an outgoing data 
packet is ready for transmission. Receipt of a Receive Ready packet 
indicates that the transmission by the 3174 may continue. 


¢ Diagnostic 


From a Reset, Clear or Restart packet, the 3174 logs this information. 


148 3174 Installation Guide 


6.6 Test Scenarios 


The 3174 was tested with different hosts (System/36, System/38, System 308X 
and a system 3090) installed at the Raleigh International Technical Support 
Center. Data flow is presented in the following sections as a result of different 
tests made with the 3174 in an X.25 environment. They can be taken as a 
guideline of the normal control flow. Scenarios for System/38 are not presented 
here because data obtained was exactly the same as for System/36. The 
following IBM products were used: 


6.6.1 3174 as a PVC 


3174 using Microcode level A1.4. 

3174 using Microcode level B3.0 for the multi-host test. 

NPSI Network Packet Switched Interface. V1.R4.3. 

NPSI Network Packet Switched Interface. V2.R1 for the multi-host test. 
VTAM Virtual Telecommunication Access Method. V3.R1.1. 


VTAM Virtual Telecommunication Access Method. V3.3 ESA for the 
multi-host test. 


NCP Network Control Program. V4.R2.0. 

X25 Interconnection PRPQ V1.R1.0. (XI). 
System/36, System Support Program Release 9. 
System/38, CPF Release 8. 


Different scenarios were studied with the 3174 in a PVC environment. The 
connection to a VTAM system and System 36/38 were tested; the results can be 
observed in the following figures. 
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6.6.1.1 Access to a VTAM System 
This test includes host access using a PSDN (Case A) and using XI instead of - 
X.25 Network (Case B). Flows and configurations are shown next. 


Case A. Connecting through TYMNET. 





NETVIEW 





SABM —————> IML 
Process 


so 

SABM ————> 
<———— VA 
<«———— Restart Request 


Restart Confirm ——» 


0 SSS 
SS SS OA 


Ce 
SSS eer 


Figure 44. Case A, X.25 Connecting through TYMNET 
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Case B. Using Xl. The following scenario shows the configuration used for Case 
B. As it can be seen, XI was used instead of the X.25 Network. 





NETVIEW 


Disc Mode ——-~> IML 
Process 


+> Flag 
Disc Mode ——> 
525 “SABM 
——S— 
<+———————_ Restart Request 
Restart Confirm. ——-—————> 


SS 
SS OUR 


SS SSS 
SSS RP 


Figure 45. Case B, 3174 Using Xl 
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6.6.1.2 Access to System/36 
Again, two different scenarios were tested: 


1. Case A: Access the host using a PSDN. 
2. Case B: Access the host through XI. 


Configurations for these tests and the resulting data flows are presented below: 


Case A. Connecting through TYMNET. 






Microcode 
Level 


DISC ————»> IML 
Process 


DISC ————> 
+——— FLAG 
SABM. > 
<< UA 
<+——- Restart Request 
Restart Confirm ———~> 


QxID ————$—$$$_$_$_____________» 
XD 


Figure 46. S/36 Case A, Connecting through TYMNET 
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Case B. Connecting through XI, using XI as a DCE. 






System 36 






Microcode 
Level 





Dist. IML 


ee Process 
“4———= FLAG 
DISC eres 
<+———— SABM 
UA ————> 
<+——— Restart Request 
Restart Confirm —-——~» 


OG aaa 
SD 


Figure 47. S/36 Case B, Connecting through XI, using XI as a DCE 
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Case C. Multi-host simulation using NPSI as a DCE. 


In this case, even though there was really only one host, the 3174 view was that 
of four different hosts over different PVCs. SVCs could have been used instead 
for one or any of the connections. 


The 3725 used is simulating a PSDN by having specified “STATION =DCE” in 
the X25.MCH macro of the NCP gen. VTAM and NCP see four different PUs 
downstream. 


TSO 
V i 
ELL 
: A 
: M ON N 
C p 
V Pp |S 3174 3 
3.3 I 4 
NETVIEW V ML 7 
4.3 | V B3.0 2 


are | 


VS IML 
Se Process 
+———- FLAG 

DISC ——— 
+——— SABM 

JA ———> 
+—— Restart Request 

Restart Confirm ———»> 


DSSS SSS SS Sa 
SS SS aD 


Figure 48. Multi-Host X.25 Configuration 
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6.6.2 3174 as an SVC 
The ability of the 3174 to work in a Switched Virtual Circuit was tested too; in 
one test the 3174 started the connection by making an outgoing call and in the 
other, the 3174 waited for the call which is initiated from the host. Connections 
to a VTAM system and System 36/38 were tested again. 


6.6.2.1 Access to VTAM System 
This test included host access using a PSDN, (Case A) and the XI test, (Case B). 
The incoming call and the outgoing call capability of the 3174 were tested. 


Case A. Connecting through TYMNET. Outgoing call. 


TSO 
V 
iE N | N 
A Cy P T 
M P |S Y 3174 3 
I M 1 
V V N ML 8 
3 4 1R E Al.4 0 
Ss —S- IML 
Process 


Lis 


4 flag 
SABM ————> 
= UA 
+———— Restart Request 
Restart Confirm => 


eal Request 
Cal: ACCeD ted SS SS 
OD SS Se 
SS OID 
(IDBLK=017, IDNUM=A0076) 


OOM Se ee 
SS QUA 


ee See 
SSS SS ERO 


aaa 


Figure 49. 3174 as an SVC - Case A, Connecting. through TYMNET 
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Case B. Using XI. Incoming call. 





vs 


0S => 
<+———— SABM 
UA ———> 
+———- Restart Request 
Restart Confirm ————»> 


Call Reqiest 
SS Call Accepted 


VO SS ee 


<—________—_- QxID 
(IDBLK=017, IDNUM=A0076) 


SS 
SS QUA 


LO Se 
Se ROP 


CO ee 


Figure 50. 3174 as an SVC - Case B, Using XI 
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7. Asynchronous Emulation Adapter (AEA) 


In this chapter, the 3174 Asynchronous Emulation Adapter (AEA) is described. 
The introduction provides an overview of the function of the adapter and a 
description of the enhancements made in Configuration Support-B Release 2. 
Following the introduction are some examples of using the AEA and an 
explanation of the customization process. An AEA configuration example is 
worked through with the customization panels included. This configuration was 
tested at the ITSC, Raleigh. 


7.1 Introduction 


Many customers have the requirement to connect asynchronous ASCII devices 
to their network or to connect to ASCII hosts. The protocols and datastreams 
used to do this are quite different from those used in the traditional 3270 
networks, however asynchronous communications can sometimes be more cost 
efficient than synchronous due to the low costs in producing the communication 
adapters and terminals. IBM announced asynchronous support for the 3174 
Controller in 1987 to address the growing demand for asynchronous support. In 
1990, we announced Configuration Support-B Release 2 which includes some 
significant enhancements to the original AEA support. The AEA feature 
provides ASCII attachment to the 3174 and serves to integrate ASCIl 
workstations and hosts into the 3270 environment. 


Three major functions are provided by the AEA. They are: 


¢ ASCII terminal emulation, which allows 3270 displays and printers to 
emulate certain ASCII devices and communicate with ASCII hosts. 


e 3270 terminal emulation, which allows ASCII displays and printers (including 
PCs or PS/2s emulating these devices) to emulate 3270 devices and 
communicate with 3270 data stream applications. 


e Asynchronous pass through, which allows ASCII devices to connect to ASCII 
hosts through the 3174 

In addition, there are a number of functions provided to manage this 
environment such as: 

e Destination switching 

e Switched line management 

e Support for “smart” modems 

¢ Network management support 

e Local copy facilities 


e Customization support. 
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7.1.1 Description 
The 3174 AEA feature can be ordered as feature number 3020. The feature 
consists of an adapter card, eight asynchronous ports, a downstream load 
diskette for the AEA and a wrap plug for testing. The number of adapters 
installed on a 3174 depends on the model number and the available slots. The 
large machines, models 1XX and the rack-mounted machines, models 2XX, can 
each have up to three adapters installed. The 2XX machines only have a 
maximum of five expansion slots, so if you are using other adapters in a model 
2XX, you will need to plan the use of the slots. For example, if you wish to have 
32 coax ports and 24 asynchronous ports, you would have to use at least two 
3299s instead of using Terminal Multiplexer Adapters in order to accommodate 
the feature cards. The intermediate machines, the 5XR and 6XR, can have only 
one adapter installed, except the 53R which cannot support an AEA at all. 


The 52R cannot support Configuration Support-B because of storage constraints 
and therefore, although it will support one AEA adapter, it will not support the 
Configuration Support-B Release 2 enhancements. 


The small models, 8XR and 9XkR, cannot support an AEA. 


7.1.1.1 Storage Requirements 
) If AEA is configured on a 3174, there are storage requirements. See “Storage 
Charts” on page 339 for details on calculating the amount of storage you need. 
Remember that you may want to use MLT in conjunction with the AEA, 
especially if you are using multiple hosts; this also requires extra storage. 


7.1.1.2 Disk Requirements : 
The AEA requires either the second diskette drive feature or the fixed disk in 
order to load the AEA microcode. If you are already using the second diskette 
drive for loading DSL devices, then you can merge the microcode onto one 
diskette using the Merge DSL procedure from the 3174 Customizing menu. (See 
“Planning for Merge Procedures” on page 51.) 


7.1.1.3. Hardware Installation 
For 3174 AEA installation purposes, you should use the Asynchronous Emulation 
Adapter Customer Set Up Instructions GA23-0341, which comes with the feature. 


After installing the AEA card(s) and I/O Panel{s), a Card Verification Test is 
required. The Wrap Plug supplied with the AEA package is required for this 
test. The test is described in detail in the AEA set up instruction manual. After 
a successful completion of the Card Verification Test, the 3174 is ready for 
customization. 


When customization is completed, the AEA code should be installed. It can be 
either: 


e A single DSL diskette in drive 2 
« A merged DSL diskette in drive 2 if you are using other DSL devices or 


¢ Merged onto the fixed disk if installed. 


The AEA code is loaded into the AEA adapter at each 3174 Controller IML. 
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7.1.1.4 


Network Management 4 


ASCII terminals attached to the AEA are supported by most 3174 network 
management functions. Specific AEA tests are available from option 12 of the 
test menu. Some of the functions include: 


e Test ports 

e Connect to smart modem 

e Transmit and receive test data 

¢ Display device status and errors. 
Error Log and Alerts: The 3174 logs errors and generate alerts to the primary 
host for conditions including: 

e Permanent link outages 

e Permanent calling outages 

e Station outages 

e Temporary error counts exceeded. 
Response Time Monitor The AEA supports the full set of RTM functions. An 


ASCII device can be used in test mode to display the results and the LTTI (Last 
Transaction Time Indicator) can be displayed in the operator information area. 


Vital Product Data There is currently no support available in ASCII terminals for 
Vital Product Data or VPD; however, you can enter and store the data manually 
in the 3174 Controller just as you would for the “pre-VPD” terminals. See “Vital 
Product Data” on page 313 for details on VPD. 


7.1.2 Configuration Support-B Release 2 Enhancements 


Configuration Support-B Release 2 for the 3174 was a major upgrade to the AEA 
microcode. The enhancements require an upgrade for the base configuration 
to Configuration Support-B Release 2 or later and a new level of DSL diskette. 
Make sure the AEA DSL diskette is at the same level as the microcode 
diskettes. If you are upgrading from Configuration Support-A, you may also 
require a diskette drive upgrade for handling the 2.4MB format that 
Configuration Support-B uses. You also require more storage to run 
Configuration Support-B, so you need to check this as well. (See “Storage 
Charts” on page 339.) 


The major additions to the Configuration Support-A AEA support in 
Configuration Support-B Release 2 are: 

e Performance improvements 

e MLT support (multiple host sessions) 

e UDT (user defined terminal tables) 

e UDX (user defined translate tables) 

e NLS (national language support) 

e ASCII graphics support 

e 8-bit ASCII character support 

e ASCII plotter support 
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¢ Support for large format ASCII screens (30x80 and 32x80) 
¢ Multiple passwords (defined for each port set) 


¢ Additional device support. 


7.2 Connectivity Summary 


7.2.1. ASCII Host Support 
The AEA is designed to be compatible with a wide range of ASCII hosts; at the 
ITSC, we tested an asynchronous connection to the IBM Information network 
and a dial up connection to a DEC host. 


7.2.2 3270 Host Support 


The AEA allows ASCII devices to have 3270 host sessions using the following 
upstream protocols: 


e Local channel (SNA and non-SNA) 
e ESCON 

e SDLC 

¢ BSC 

e Token-ring 


© X25. 


7.2.2.1 AEA, MLT and Multi-Host Considerations 
Using AEA, you have a form of multi-host support in that you can have multiple 
ASCII hosts as well as a 3270 host. This differs from multiple 3270 host 
operation, as you cannot have the sessions concurrently and hot-key from one 
to the other using just the AEA function. It can, however, work in harmony with 
MLT and multi-host. Consider that the AEA will sit “in front of” the existing 
support to provide a connection menu for each terminal (both real and logical) 
defined to it. 


The AEA does not support 3270 multi-host for ASCII terminals; ASCII devices 
can only be defined to one 3270 host. This is the primary host on the primary 
adapter, or host 1A. However, MLT is available for ASCII devices in 
Configuration Support-B Release 2 and later so that you can have multiple 
sessions with that host and concurrently with ASCII hosts, if desired. 


A connection menu is still available for each logical terminal or LT defined in 
MLT to select whether the session is with the 3270 host or with an ASCII host. 


If multi-host is used for the 3270 terminals, they can also have a connection 
menu on each LT which provides them with the choice of the 3270 host to which 
that particular LT is defined or to an ASCII host. 


Connection menus can be defined as the default display for the terminal at 
power up time, or else the terminal can be connected to a default destination. 
The connection menu can then be invoked at a later time by a special key 
sequence. See “AEA Default Destination Panel” on page 195. 
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7.2.3 AEA Downstream Support 


The AEA downstream connectivity is summarized in the following diagram. 
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Figure 51. Connectivity Summary for Asynchronous Emulation Adapter 


Note: 


FY The ASCII display terminal is mapped to appear to the 3270 host as a 
3270 terminal in CUT mode. This can be monochrome or color. 


FA An ASCII display is connected to an ASCII host in passthrough mode. 
This connection is not confined to ports on the same adapter, it could be 
made to an ASCII host on AEA 2 also. 

EJ An ASCII display with attached printer is mapped to the 3270 host as 
a 3270 display and a 3270 printer. 
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EVA 3270 display in CUT mode can connect to an ASCII host emulating 
an ASCII terminal. 


Eq A traditional 3270 terminal session is not affected by the AEA. In 
addition, a menu can be added for the terminal operator to allow an 
alternate connection to an ASCII host. 


fq Traditional 3270 printing is unaffected by the AEA. However, printer 
definitions are static and, unlike dispiay sessions, they cannot be 
switched by the operator to an ASCII host. You would have to plug it to 
another port with the ASCII host defined if you wished to print from an 
ASCII host as well as a 3270 host. 


B1 3270 printers (excluding 4250 image printers and SOEMI devices) can 
be mapped to an ASCII host as a “generic” ASCII printer. 


EJ ASCII printers can be mapped to appear as a 3287 printer to the 3270 
host. 


| Passthrough from an ASCII host to an ASCII printer is supported. 


Passthrough to an ASCII host from an ASCII display with a printer 
attached is supported but if you also desire a 3270 host connection for 
the printer, then the display must also be switched to the 3270 host. 
Otherwise the printer is disabled to the 3270 host. 


7.2.3.1 Supported 3270 Displays 
Using the AEA, all CUT mode displays with US English Typewriter keyboards 
and at least 1920 characters per screen are capable of emulating ASCII 
terminal types: 


e IBM 3101 
e DEC VT100** 
e DEC VT220** (Configuration Support-B Release 2 or later) 
e Dasher D210** (Configuration Support-B Release 2 or later). 
The ASCII terminal emulation capability is in addition to the base 3270 display 


ability to perform in a 3270 environment. 


CUT mode terminals include 3278, 3279, 3178, 3179 (not G models) 3180, 3191, 
3192 (not G models), 3471 and 3472 (see note below). Also a PC or PS/2 
running a 3270 CUT mode emulator is supported. 


Note: DFT terminals are not supported on the 3174 AEA feature but DFT/E 
terminals such as the 3472G can have a CUT mode session and therefore can 
have an ASCII session. 


7.2.3.2 Supported 3270 Printers 
The following 3270 US English printers are supported by the AEA either for local 
copy from ASCII terminals emulating 3270 displays or as mapped ASCII 
printers. 


e 3287 Models 1 and 2 
e 3289 Models 1 and 2 
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3230 Model 2 

3262 Models 3 and 13 
3268 Model 2 

4224 

4214 

4234 

4245. 


7.2.3.3 Supported ASCII Displays 
The following ASCII displays emulate monochrome 3270 devices to a 3270 host 
when attached to a 3174 AEA: 


ADDS Viewpoint A-2** 

ADDS Viewpoint 78** 

ANSI 3.64 terminals** 

DEC VT100** 

DEC VT220** (Configuration Support-B Release 2 and later) 
DEC VT52** | 
Hazenme 1500** 

Esprit Executive 10/78** 
Hewlett-Packard 2621B** 

IBM 3101 

IBM 3161 

IBM 3163 

IBM 3164 

IBM FTTERM (monochrome) 

ROLM Cedar, Cypress and Juniper 
Lear Siegler ADM 3A** 

Lear Siegler ADM 5** 

Lear Siegler ADM 11** 

Lear Siegler ADM 12** 

Lear Siegler ADM 1178** 

Televideo 912** 

Televideo 970** 

Minitel 1B** 

Wyse 50/60**. 


The following ASCII displays emulate four color 3270 devices to a 3270 host 
when attached to a 3174 AEA: 
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¢ DEC VT241** 


¢ Tektronix 4205** two color only (Configuration Support-B Release 2 and 
later) 


- IBM 3164 
¢ IBM FTTERM (color). 


There are many other displays which work. Most PCs and PS/2s work if they 
are emulating an ASCII terminal. It is, however, the customers responsibility to 
test terminals other than those listed above. 


It is also possible with Configuration Support-B Release 2 or later to modify the 
supplied UDTs to support a similar or related terminal. In appendix C of the 
3174 AEA Description and Reference are examples of this for terminals: 


¢ DEC VT240*™* 
¢ Tektronix 4207/8/9** 
* Tektronix 4105**. 


ASCII devices used to emulate a 3270 device on the AEA must be capable of: 


¢ Supporting one of the speeds provided by the 3174 AEA (300, 600, 1200, 
2400, 4800, 9600 and 19200) on a RS-232D interface. Transmit and receive 
speeds must be equal. 


¢ Operating in Full Duplex Character Mode. 


¢ Supporting the /-bit code defined by ANSI 3.4 previous to Configuration 
Support-B Release 2. 


¢ Supporting the 7-bit or 8-bit code defined by ANSI 3.4 if Configuration 
Support-B Release 2 or later is used. 


¢ Supporting one of the flow control procedures that the 3174 AEA supports. 
¢ Displaying at least a 24 row x 80 column screen. 


If using a device not listed above, then consider that it should match one of the 
displays from the list in the following respects: 


¢ The Control Sequences used for 3270 Emulation: 


— Cursor Position 

— Line Erase 

— Screen Erase 

— Highlighting {if available) 

— Status Line Control (if available) 
— Printer Port Sharing (if available) 


ge ee OR oo eM oe, ee 
= ICiHitdal O©€l UP aHiU NCSTL 


¢ Control codes and graphic characters must preserve the same codes and 
characters on both 3270 displays and ASCII displays. 


¢ The Keyboard layout must send the same codes and controls sequences to 
the 3174 AEA. 


e The terminal must handle the End-Of-Line and End-Of-Screen condition tn 
the same manner as 3270 displays. 
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7.2.3.4 Supported ASCII Printers 
ASCIil printers, when attached to a 3174 AEA, emulate a 3287 with a 2K print 
buffer. If they are attached to an SNA 3174, SNA Character Set (SCS) is 
supported as well. With the graphics support in Configuration Support-B 
Release 2 and later, structured field processing is also supported. The basic 
3174 AEA requires printers being capable of: 


e Supporting one of the speeds provided by the 3174 AEA (300, 600, 1200, 
2400, 4800, 9600 and 19200) on a RS232D interface. Transmit and receive 
speeds must be equal. 


e Operating in Full Duplex Character Mode. 


« Supporting the 7-bit code defined by ANSI 3.4 previous to Configuration 
Support-B Release 2. 


¢ Supporting the 7-bit or 8-bit code defined by ANSI 3.4 if Configuration 
Support-B Release 2 or later is used. 


« Supporting one of the flow control procedures that 3174 AEA supports or be 
capable of printing at the full line speed. 


¢ Supporting either ASCII upper and lower case or folding lower case to 
upper case. 


* Supporting Carriage Return (CR) and Line Feed (LF) and CR should not 
perform LF automatically. 


¢ Not requiring delay characters to allow for mechanical motion. 
With UDT and UDX support the connectivity options available are better, but you 
need to define the characteristics yourself. 


The printer should support one of the following character sets: 


e US ASCII 

¢ ISO 8859-1.2 

e DEC MCS 

e PC code page 850. 


Otherwise with Configuration Support-B Release 2 or later you may specify a 
User Defined Translate (UDX) table. 
IBM ASCII printers supported include: 

¢ 4201 Proprinter and Proprinter Il 

e 4202 Proprinter XL 

¢ 4207 Proprinter X24 

¢ 4208 Proprinter XL24 

¢ 4224 Printer Models 301, 302, and 3E3. 


ASCII plotters are also supported. See “ASCII Plotter Support” on page 20/7. 
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7.2.3.5 Supported Modems 7 
Modems used to connect ASCII hosts and devices to the 3174 AEA can use 
leased line, limited distance or switched lines. They should be asynchronous, 
provide equal transmit and receive speeds and conform to EIA 232D or CCITT 
V.24/V.28 specifications. 


Table 5 lists the signals and pins used by the AEA. 


Table 5. AEA Modem Pin Assignment 







GND (Frame Ground) 
TD (Transmit Data) | 










PrN (MARK AiieaA IN-ntA\ 





RTS (Request To Send) 
CTS (Clear To Send - optional) 


NU ({NeCEeive vdtda 


CD (Carrier Detect) or RLSD (Receive Line Signal 
Detect) 


3 

4 : 

5 

7 
)20002~C DTR (Data Terminal Ready 
RI (Ring Indicator) 


BSY (Busy Out - optional, not RS232C) 


} 
) 
SG (Signal Ground) 
) 





The following “smart modems” are also supported for PBXs and Public 
Switched networks: 


e Hayes 300, 1200 and 1200B ** 
° IBM 5841 
¢ Micom 3012+ and 3024+ **. 


7.2.3.6 ASCII Attachment cabling 
Be very careful about the wiring in RS-232 cables. Incorrectly wired cables may 
cause such signals as Data Terminal Ready (DTR) or Data Set Ready (DSR) to 
be in the wrong state at the wrong time, and the result usually is that absolutely 
nothing happens. RS-232 cables come in many varieties with anywhere from 3 
to 25 wires in the cable. The wires may pass straight through, or almost any 
number may be crossed in the cable. Pin 6 at one end of the cable may be Pin 
20 at the other end, or Pin § may be connected to Pin & at one end and a single 
wire then goes to Pin 4 at the other end. The RS-232 cable currently in use for 
attaching an asynchronous ASCII terminal to an OEM host communications port 
is, in many cases, not the proper cable for attaching the same device to the 
3174 RS-232 port. The key is to understand which connection is being made, 
modem, null modem, or direct, and then follow the cable diagrams in /BM 3174 
Site Planning, GA23-0213, or the 3174 AEA Description and Reference. 
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7.3 AEA Configuration 


The following section describes a sample configuration of the 3174 with the AEA 
feature. Figure 52 illustrates the configuration set up at our test site. This was 
customized using Configuration Support-B Release 3 and the responses are 
shown in “AEA Customizing” on page 168. In this example, all displays are 
configured with three LTERMS and are able to connect to any of the hosts. 


ASCII ASCII 
3270 Host HOST HOST 
(WTCXAA) LIN DEC 





modem 


Primary host 
Adapter 













Terminal 4201 Printer 
Multiplexor 


Adapter 






VT100 terminal 







3164 terminal 
ports 






3164 terminal 
01234567 | 
3270 Printer 


32/0 
Displays 


Figure 52. AEA Physical View 
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7.4 AEA Customizing 


The ASCII world deals with many different types of terminals with a wide variety 
of features and operating parameters. Customizing the AEA to support an 
ASCII environment can be a complex procedure. A successfully configured 
3174 is dependent largely on the care taken to prepare and plan for the 
customization. Therefore, it is vital to follow the steps outlined in the 3774 
Planning Guide and to fill in the worksheets provided in appendix A. 


These worksheets help you perform an efficient and timely customization as 
many of the parameters need to be determined before going into the actual 
customizing process. This process is designed around having the worksheets 
completed in sequence. Perhaps if you have performed AEA customization 
several times before, you may feel comfortable in taking some short cuts, but if 
_it is the first time use the worksheets. 
To begin customizing, you need the following: 

¢ 3174 Control and Utility diskettes 

e 3174 Planning Guide 

e Copies of the planning worksheets 


¢ Characteristics of the ASCII devices and hosts you are using 


Although AEA operation requires the AEA code to be loaded into the 3174, 
customizing does not require the AEA diskette. The actual AEA code is loaded 
during IML. 


In the following section we describe AEA customization and work through an 
example where the configuration shown in Figure 52 on page 167 is 
customized. But first let’s look at some of the AEA terminology. 


7.4.1 AEA Customizing Terminology 
During 3174 AEA customizing, you will encounter some unique terms including 
the following: 


¢ Connection Menu 


A menu list of all the available host connections for a given terminal. The 
menu appears on the terminal’s screen according to customizing 
definitions. 


¢ Default Destination 


A host to which the terminal is connected when it is initially turned on. Ifa 
host is not defined as the default destination, the connection menu is 
displayed. 


e ASCII Terminal Emulation 

A 3270 terminal emulating an ASCII terminal. 
e 3270 Terminal Emulation 

An ASCII terminal emulating a 3270 terminal. 


e AEA Station 
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Any facility supported by the AEA, either ASCII or 3270, host or terminal, 
printer or display. 


AEA Station Set 

One or more AEA stations with the same attributes. 

AEA Port 

Any 3174 port either coax or ASCII which uses the AEA functions 
AEA Port Set 


One or more AEA ports having the same physical characteristics. If more 
than one station set is defined for a port set, then a display using that port 
set is presented with a menu prompting for the desired station set. 


AEA Port Set Panel 


The AEA port set panel is used by both AEA and MLT functions. The AEA 
function uses it to define the port type (i.e. switched, direct etc.) and the 
modem type for each station set. The MLT function is defined in the AEA 
port set by defining a session limit for every device. 


Note: Prior to Configuration Support-B Release 2, ASCII devices could only 
have a single session and the session limit for ASCII devices was forced to 
a blank. 


AEA Port to Port Set Map Panel 


This is a customizing panel used to associate the AEA port sets with the 
physical 3174 ports. There is an entry for each 3174 port to which a Port 
Set is assigned. 


AEA Station Set Panel 


This is the customizing panel which describes the characteristics of the 
stations which participate in the 3174 AEA operation and maps them to a 
Port Set. The AEA Station Set definitions comprise many options of which 
you need to define a subset depending on the station type you are defining. 


Port Assignment 


If the AEA feature is used on a 3174 with the MLT feature, the port 
assignment panel must be completed. The port assignment panel defines 
which hardware 3174 port supports which logical terminal. 


7.4.2 Worksheet Description 


The worksheets used for an AEA are: 


Worksheet 15 - 3270 Attachment Diagram 


On this sheet, you group each 3270 port into a port set. You use this sheet 
to plan for the the attachment of 3270 terminals to an ASCII host. 


Worksheet 16 - ASCII attachment diagram 

This sheet is used to group the ASCII ports into port sets. 
Worksheet 17 - AEA Configure 

Worksheet 18 - AEA Port Set 

Worksheet 19 - AEA Port-to-Port Set Map 
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* Worksheet 20 - AEA Station Set 
¢ Worksheet 21 - AEA Default Destination. 


In addition there are worksheets to fill out if you are modifying or creating UDTs 
or UDXs. | 


Worksheets 17 to 21 are in the same format as the actual screens you 
customize. The first two planning worksheets, 15 an 16, are not like any screen 
bui they are probabiy the key ito geiting it right because this is where you 
decide all the names and groups you will use. 
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7.4.3 3174 AEA Customizing Data Flow Chart 


The following chart is a rough guide to the AEA customization process. 










START 
Configure AEA 


Note: 


This step ensures that 
you will be able to 
address ASCII terminals 
from the 3270 host. 


Get the Port Set names 
from your completed 
sheets 15 and 16 


Note: 


Note: Allocate a Port Set to 
each Station Set you 
define. Different 
Station Sets may use the 


same Port Set. 


Figure 53. AEA Customizing Overview 





Fill out the 
worksheets 


~ Will ASCII 


devices emulate ly 
32/0 devices 


Select 
Configure AEA 
from menu 


Complete 

AEA Configure 
using 
worksheet 17 


Complete 
AEA Port Set 
using 


lWorksheet 18 


Complete 

AEA Port to Port 
Set Map using 
Worksheet 19 


Complete one 

AEA Station Set 
entry for each 
Station Set type 
uSing Worksheet 20 


Complete 
AEA Default 
Destination 
using 
Worksheet 21 


Customize the 
Port Assignment 
for AEA host 
addresses 


AEA Customization 
is now complete 


Update PAM if 
required. 
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7.4.4 3174 AEA Customizing Questions 
The questions asked during AEA customization are listed in this section. The 
differences after installing Configuration Support-B Release 2 are noted. 


7.4.4.1 Q 110 - MLT Support Level | 
Before configuring the AEA, make sure that you have this question answered in 
your host(s) definition. If the answer for this question is other than 0 (O=No 
-MLT), you need a response to question 116 as well. This sets up the host 
addresses used by both 3270 and ASCII terminals when they are connected to a 
3270 host. The AEA connection menu, if used, lists this session under the host 
name you specify in the Station Set definition. 


If you specify ASCII] MLT in question 703 (Configuration Support-B Release 2 
and later) then you must also specify MLT support for question 110. See 
“Multiple Logical Terminal (MLT)” on page 217 for more information on MLT. 


7.4.4.2 AEA Configure Panel 
This panel is different after Configuration Support-B Release 2. Figure 54 shows 
the Configuration Support-B Release 2 panel. The main change is the addition 
of two new questions, 702 and 703 and the prompt for the AEA password (Q 701) 
is gone. Password is now specified at the Port Set level. 


AEA Configure 


80000000 711 - 00000000 712 - 00000000 713 - 00000000 





Figure 54. AEA Configure Panel for Configuration Support-B Release 2 and later 
Q. 700 - Configure The AEA Feature 


Response: 0 = Turns the AEA Configuration OFF, any previously configured 
AEA related entries are stored. 


1 = Turns the AEA Configuration ON, initiates configuration or uses the 
previously entered parameters. 


Default = 0 
Q 701 - Password for ASCII Displays on Switched Lines.: This question is 


removed in Configuration Support-B Release 2 and later. See Port Set definition 
for entering passwords. 
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You may enter up to eight Alphanumeric characters (no blank/space allowed). 
This entry specifies a Password for all ASCII Display stations which operates on 
switched lines. If there is no entry in this question field, the user is not 
prompted for a password. 


Q. 702 - Control Key Assignment: Configuration Support-B Release 2 and later 
only. 


Response: Allows you to change the control key when using ASCII emulation. 


0 = ALT key (same as before Configuration Support-B Release 2) 


1 CTRL key 
Q. 703 - MLT for AEA: Configuration Support-B Release 2 and later only. 
Response: Specify if you are using MLT on ASCII terminals. 


0 


No MLT 
1 = MLT 
Q. 710 Miscellaneous ASCII Feature Options (A) 


Response: Eight digits (0 or 1). The default response is 00000000. 
¢ Digit 1- Reverse Video Blanks-to-Hyphen Option: 


For 3270 displays without EABs, specifying this bit as 1 results in reverse 
video blanks displaying as hyphens. 


e« Digit 2 - Automatic New Line After End of Print: 


Specifying this bit as 1 results in an automatic new line only if the column 
pointer is in a position other than column 1. Specifying this bit as a O 
results in an automatic new line regardless of where the column pointer is 
located. 


e Digit 3 - DSR Timing for Activating Connections: 


Specifying this bit as a 1 results in the AEA recognizing that a connection 
has been established on switched or direct ports if DSR remains high for 
500 milliseconds in response to the AEA raising DTR and RTS. This allows 
for faster connections on lines where the leads are stable. 


When this bit is specified as a0, DSR must remain high for two seconds in 
response to the AEA raising DTR and RTS. 


¢ Digit 4- DSR Timing for Deactivating Connections: 


When this bit is specified as a 1, the AEA will not immediately deactivate a 
connection for a direct or switched port when DSR drops. Instead, it will 
time how long DSR remains low. If it is low for less than two seconds, the 
connection will remain active. If it is low for more than two seconds, the 
connection will be deactivated. 


When this bit is specified as a 0, the AEA will deactivate a connection for 
direct and switched ports as soon as DSR drops. 


¢ Digit 5 - Printer Keyboard Option: 
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When this bit is set, it causes the AEA to update the status line after it 
finishes updating the data portion of the screen. 


e Digits 7 through 8 - Reserved. 
Q.711 Miscellaneous ASCII Feature Options (B) 


Response: Eight digits (0 or 1). The default response is OOOO0000. 
¢ Digit 1 - Send TERMSELF when Device Disconnects: 


Specifying this bit as a 1 results in TERMSELF being sent when a device in 
session with a 3270 SNA host application disconnects. 


Specifying this bit as a 0 results in an UNBIND being sent when a device in 
session with a 3270 SNA host application disconnects. 


e Digit 2 - SLU Capability of Power Off Request: 


Specifying this bit as a 1 results in a value of X’00’ for the Secondary LU 
capability byte of control vector X’0C’ for Power Off Notify requests. This 
prevents a SNA host application from retaining data between sessions. 


specifying this bit as a O results in a value of X’10’ for the Secondary LU 
capability byte of control vector X’OC’ for a Power Off Notify Request. 


e Digits 3 through 8 - Reserved. 
Q.712 and 713 Miscellaneous ASCII Feature Options (C and D) 
Response: Eight digits (0 or 1). The default response is 00000000. 


These questions are reserved for use in defining non-standard feature options. 
All digits are reserved on both questions. 


7.4.4.3 Port Set Definitions 
Following are examples of the AEA Port Set panel before and after 
Configuration Support-B Release 2. Note the additional field for the Port Set 
password. 


Another difference in Configuration Support-B Release 2 and later is that you 
can enter session limit values for ASCII devices. 


Normally, this screen is empty and ready to accept the user entries. The 
entries shown in Figure 56 on page 175 are for our example, illustrated in 
Figure 52 on page 167 and associated with the examples which appear later in 
“Port to Port Set Map” on page 176, and “Station Set Definition (Q 721 - Q 787)” 
on page 177. 
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Name 


3270DSP_ 
3270PRT_ 
3164DSP_ 
VT100D__ 
4201 
DECHOST_ 
IBMIN 
DALLAS _ 


i 
2 
3 
4 
5 
6 
7 
8 





AEA Port Set 


Session 
Limit 


Figure 55. AEA Port Set panel before Configuration Support-B Release 2 


Name 


3270DSP_ 
3270PRT_ 
3164DSP_ 
VT100D__ 
4201 
DECHOST_ 
IBMIN 
DALLAS _ 


ona tm & W PP Fe 





AEA Port Set 


Session Port Modem Password 


Limit Type Type 


IBMITSC_ 


Figure 56. AEA Port Set Panel for Configuration Support-B Release 2 and Later 


Response Field 


Name 


Description 


This is the Port Set Name that is assigned in the AEA 
worksheets. A Maximum of 16 Port Names are allowed. 

Port Names must be consistent for the Port Names on all 
AEA panels. In the example above, entry number 1 is a 3270 
display with 3 MLT sessions, entry number 2 is a 3270 
printer, etc. It is suggested that the customizer assign 
meaningful Port Names in order to have an easy method of 
port name recognition. 


7. Asynchronous Emulation Adapter (AEA) 175 


Session Limit Total number of sessions permitted for a device type 
(recognized by Device Name). The number of sessions must 
match the MLT session assignment for each port. 


Note: With Configuration Support-B Release 2 and later you 
now define this parameter for ASCII Port Sets. 


Port Type This is an ASCII Device classification. 
¢ 1 = 3270 Devices 
e 2 = Switched Lines 
° 3 = Direct Attachment 
¢ 4 = Non-Switched modem 


Modem Type Enter the type of the modem to serve the ASCII devices. For 
32/70 devices, do not respond to this field. 


1 = Hayes (or compatible). 


nh 
II 


Micom (or compatible). 
3 = IBM 


4 = Other (Modems which have been determined to meet 
AEA specifications). 


Password This can be up to eight characters and is used to verify ASCII 
devices users. If nothing is entered, then a password is not 
requested. If entered, then a password is requested when 
the ASCII terminal connects to the 3174. 


7.4.4.4 Port to Port Set Map 
The next AEA customization panel is the Port to Port Set Map. This panel is 
used to assign AEA ports to the Port Sets defined in the previous panel. 


The panel is divided into three sections. The first section is for 3270 ports, 
these are labelled under the heading TA and are divided into four groups of 
eight, aligned to the 3174 Terminal Adapter ports. The second section is for 
each of three possible AEAs and the third is a list of the valid Port Sets that you 
may use. 


To customize this panel, enter the Port Set number you wish to use from the list 
at the bottom of the panel in the appropriate position for each 3174 port that 
you wish to be an AEA port. 


This information is available from planning sheet 15 (or 15A and 15B) for 3270 
ports and sheet 16 for ASCII ports. 
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AEA Port to Port Set Map 


Type the port set number to group the 3174 ports 


3270 Ports 
26-00 to 26-07 
26-08 to 26-15 
26-16 to 26-23 
26-24 to 26-31 


AEA Ports 
21-00 to 21-07 
22-00 to 22-07 
23-00 to 23-07 


Port Sets 
3270DSP 3270PRT 


DECHOST 


3164DSP VT100D 
IBHIN DALLAS 





Figure 57. AEA Port To Port Set Map Panel 


Figure 57 shows the Port Set Map used to generate our configuration. 
(Compare with Figure 52 on page 167) 


7.4.4.5 Station Set Definition (Q 721 -Q 787) 
The Station Set panel is used to define the characteristics of every component 
used by the 3174 AEA. These components being either displays, printers or 
hosts. 


You can define up to 30 Station Sets, using the PF11 key to advance to 
subsequent panels. Use PF8 when you have finished. Two Station Sets are 
defined on each panel. The Station Set names, numbers, associated port sets 
and Station Set types you enter were assigned on planning sheets 15 and 16. 
Station Set types are listed in Table 6 on page 183 for reference. The 
remaining questions depend on the station type; you should use the Planning 
Guide for a list of those which are relevant if you are not sure. 


For ASCII displays you may define the same Port Set name to several Station 
sets. Doing this causes the user of an ASCII display on this Port Set to be 
prompted for the terminal type being used. A list of valid terminal types is 
presented. The name you enter for the Station Set name on this panel is the 
name that appears on the prompt screen. 


In Configuration Support-B Release 2 there are several new questions on this 


panel. To illustrate this, see Figure 58 on page 178 and Figure 59 on 
page 178. 
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AEA Station Set 


722-723 - 


732-1 ~@ 734- 735-0 736-1737 -_ 
08 742 - O15 -] 

752 - 

762 - 1 1 764-1 

772 - 1 1 774-1 775-1 

782 - 0 066 


722-723 - 


0 734 - (35° 0 - 736:— 1.737 =. 
1 


0 764-1 
1 774-1 775-1 
066 | 





Figure 58. AEA Station Set Panel before Configuration Support-B Release 2 


AEA Station Set 


1 721 - J22- 723 - 725 - 1 
731-1 732 0 734- 735-6 736-1 73 -_ 
741 - 800 742 1 744-0 745-0 746-00 
751-_ 752 
761-1 762 764-1 765 - 0 
771-1 772 774-1 775-1 776-1 


781 - 0 782 - 784 - 1 785 - 11111000 786 - 132 787 - 0 


2 721 - 722 - _ 723 - 725 - 1 


731-1 732 734- 735-0 736-1 737-_ 
741 - 008 742 744-0 745-0 746-00 


751-_ 752 
761-1 762 1 #764-1 765-0 
771-1 772 774-1 775-1 776-1 

781 - 0 782 - 784 - 1 785 - 11111000 786 - 132 787 - 0 





Figure 59. AEA Station Set Panel after Configuration Support-B Release 2 


The station set definitions used in our example are shown in the following 
panels. 
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AEA Station Set 


1 721 - WTCXAA 722 - 3H 723 - 725 - 1 
731-1 732 0 734- 735-0 736-1 737-_ 
741 - 001 742 1 744-0 745-0 746-00 
751-752 
761-1 762 1 764-1 765 - 0 
771-1 772 lL. FASd FISSE Ties | 
781 - 0 782 - 784 - 1 785 - 11111000 786 - 132 787 - 0 


2 721 - DEC HOST 722 - AH 723 - DECHOST_ 725 - 1 


eo ae 732 733-3 734-7 735-4 736-1 737-7 


741 - 000 742 743-0 744-0 745-0 746-090 
31l.=1 752 
761 - 1 762-1 763 - 0 764-1 765 - 0 
W1-1 #772-1 773-1 74-1 #775 -1 776-1 
781 - 0 782 - 783 - 066 784-1 785 - 11111000 786 - 132 787 - 0 





Figure 60. AEA Station Set Panel (figure 1 of 5) 


Station Set 1- WICXAA ITSC MVS 4: This station set defines the IBM host (Q 
722 = 3H). Most of the other questions are disregarded for an IBM host. Q 721 
is the Station Set Name. This name appears, as entered here, on the 
Connection Menu. The Connection Menu appears on an AEA terminal’s screen 
if a default host destination was not defined for it. The Station Set Name should 
therefore be a meaningful one for the user. 


Station Set 2 - DEC HOST: This is set up as a directly attached ASCII host. An 


ASCII host requires many options to be defined to the AEA, these are explained 
later in this section. 
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AEA Station Set 


3 721 - IBM IN 722 - AH 723 - IBMIN 725 - 1 
731-1 732 - 1 733-3 734-6 735-2 736-1 737 - 6 
741 - 000 742 - 002 743 - 0 744-0 745-0 746-060 
751 - 1 752 - 19W5559960 
761 - 1 762 - 1 763 - 0 764-1 765 - 0 
771-1 #772 -1 773-1 774-1 #775 -1 776-1 
781 - 0 782-0 783 - 066 784-1 785 - 11111000 786 - 132 787 - 0 


4 721 - 3270 DISPLAYS _—s «722: = 30 «723 - 3270D0SP = 725 - 1 
731-1 732-1 #49733 -0 734- 735-0 736-1 737 - _ 
741 - 000 742-015 743-1 744-0 745-0 746-00 
751-2 752 - , 
761-1 762-1 763-1 764-1 765-0 
771-1 772-1 #22773 -1 «774-1 «775-1 «776-1 
781 - 0 782-0 783 - 066 784-1 785 - 11111000 786 - 132 787 - @ 





Figure 61. AEA Station Set Panel (figure 2 of 5) 


Station Set 3 - IBM INFORMATION NETWORK: This Station Set is defined for 
an Autodial feature. It defines what appears to the 3174 as an ASCII host. 
Actually, it defines a 3708 protocol converter whose local telephone number is 
9-555-9960. As a result, this Station Set allows any display attached to the 3174, 
including 3270-type displays, to DIAL-OUT to the remote IBM host, using ASCII 
protocol for the dial link. 


Note the syntax of question 752 (Phone Number). When autodial is used, a 
modified Hayes command Set is used. In this example, the user is not allowed 
to enter the Hayes ATDT command. The user should use W's instead of 
commas for pause characters. | 


Station Set 4 - 3270 DISPLAYS: There are only four relevant questions to 


respond to for 3270 displays. They are the name, the station type of 3D, the 
Port Set name it will use and the Connection Menu option. 
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AEA Station Set 


5 721 - 3270 PRINTERS 722 - 3P 723 - 3270PRT 725 - O 
731-1 732-1 733-0 734- 735-0 736-1 737 -_ 
741 - 000 742-615 743-1 744-0 745-0 746-00 
1-  752 - 
761-1 762-1 763-1 764-1 765-0 
Tet FON FAS Jae WS Si 776-1 
781 - 0 782-0 783 - 066 784-1 785 - 11111000 786 - 132 787 - 0 


6 721 - 3164 DISPLAYS 722 - 13 723 - 3164DSP 725 - 1 
731-1 732-1 4733-7 «734- 735-3 736-1 737-_ 
741 - 000 742-015 743-0 744-0 745-0 746-00 
751- 752 - : 
761-1 762-1 763-1 764-1 765 - 0 
71-1 772-1 «773-1 774-1 775~1 776-1 
781 - 0 782-0 783 - 066 784-1 785 - 11111000 786 - 132 787 - 0 





Figure 62. AEA Station Set Panel (figure 3 of 5) 


Station Set 5 - 3270 PRINTERS: There are only three relevant questions to 
respond to for 3270 printers. They are the name, the station type of 3P and the 
Port Set name. 


Station Set 6 - 3164 DISPLAYS: This Station Set defines a direct-attached 3164 
running at 19.2Kbps. In this case, we are using one of the standard station 
types of 13. In this case, baud rate is set to 19,200, and parity to none. 
Obviously, the display must be set to match these parameters. 


In our tests we actually used a 3151 terminal. If we had defined it as such 

using |2 or |3 station types, we would not get the operator information on the 
status line. We would have to toggle it on and off using the “ESC ?” keystroke 
sequence. (See Terminal User’s Reference for Expanded Functions). We found, 
however, this doesn’t highlight data because a 3164 is a color display and 
doesn’t use highlighting. | 


If you are using Configuration Support-B Release 2 and later you can create a 


new UDT definition for a monochrome 3164 and the highlighting should then 
work. 


7. Asynchronous Emulation Adapter (AEA) 181 


AEA Station Set 


7 721 - VT100 DISPLAYS 722 - V1 723 - VT100D_ 725 - 1 
731-1 732-1 0 734- 735-0 736-1 737-6 
741 - 000 742 - 015 1 744-0 745-0 746-00 
751-752 - 
761-1 762-1 764-1 765-0 
Wie. Waa 774-1 775-1 776-1 
781 - G 782 - 0 784 - 1 785 - 11111000 786 - 132 787 - 0 


8 721 - 4201 PRINTERS 722 - AP 723 - 4201. = 725 - 1 
71-1 732 - 1 733 734 - 735-3 736-1 737 - _ 
741 - G00 742 - 015 743 744-0 745-060 746-00 
751 - 752 - 
761-1 4762-1 763 - 764 - 1 765 - 0 
771-1 «772 - 1 773 - 774-1 #775 -1 776-1 
781 - 0 782 - 783 - 066 784-1 785 - 11111000 786 - 132 787 - 0 





Figure 63. AEA Station Set Panel (figure 4 of 5) 


Station Set 7 - VT100 DISPLAYS: This Station Set defines a dial up port with 
autobaud/autoparity set. This means that the terminal may be set at any 
desired parity and baud rate and the control unit adjusts itself based upon the 
sequence “CR.CR” (where CR=Carriage Return) typed at the terminal. 


Station Set 8 - 4201 PRINTER: This Station Set is for an ASCII printer for 
attachment to the 3270 host. | 
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AEA Station Set 


9 721 - DALLAS DEC SYSTEM VT100_ 722 - AH 723 - DALLAS 725 - 1 
731 - 1 732-1 733 - 


741 - 001 742 
751-1 752 
761-1 762 
TS - 772 
781 - 0 782 - 
10 721 - 
i272 
741 - 000 742 
751-752 
761-1 762 
771-1 772 
781 - 0 782 - 


0 


CS t | 5 t | 


3 734-4 735-4 736-1 737 - 4 


015 743-0 744-0 745-0 746-00 
T9W12145555555 
1 763 - 0 764-1 765 - 0 
1 773-1 74-1 775-1 776-1 
783 - 066 784 - 1 785 - 11111000 786 - 132 787 - 0 
722 - 723 - 725 - 1 
i 733-08 734- £735 -8 736-1 737 - | 
015 743 - 1 744-0 745-0 746-00 
1 763 - 1 764-1 765 - 0 
1 773-1 774-1 #775 - 1 776 - 1 
783 - 066 784 - 1 785 - 11111000 786 - 132 787 - 0 


Figure 64. AEA Station Set Panel (figure 5 of 5) 


Station Set 9 - DALLAS DEC SYSTEM VT100: The final Station Set is for another 
dial up ASCII host, this one using VT100 emulation. 


The description of each field entry follows: 


AEA Station Set Customizing Questions Description: 


Q 721 - Station Set Name: This name is the identification for the Station Set. 
Use something unique and identifiable to your users as this name may appear 
on the terminal menus. See the note on ASCII displays on 177. 


Q 722 - Station Type: Table 6 lists the current Station Types and the 
corresponding responses for Q722. 


Table 6 (Page 1 of 2). AEA Station Types 
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Table 6 (Page 2 of 2). AEA Station Types 
ADDS View Point A-2 | 
ADDS View Point 78 

Esprit78 

FTTERM Color 

FTTERM Monochrome FM 
Hazeltine 1500 | 

Hewlett Packard 2621 B 

IBM 3101 

IBM 3151/3161/3162/3163 

IBM 3164 

IBM 3151/3161/3162/3163 with 3708 cartridge 

Lear Siegler ADM 11 or 12 

Lear Siegler ADM 3A or 5 

Lear Siegler ADM 1178 

Minitel 1B | 

IBM 3162 model 870 


NO 


m 
~] 


on 





ee a oe 
ro as 


= 


—_ 


= 
~] 


Cypress, Cedar and Juniper 
ANSI 3.64 Terminal. 
Televideo 912 
Televideo 970 
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DEC VT241 

DEC VT52 

DEC VT220 

Tektronix 4205 
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User Defined Table 2 
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Q 723 - Port Set Name: The response for this question is up to eight 
alphanumeric characters (blanks permitted). The Port Set Name represents the 
Port Set to which this Station Set has been assigned. These names should 
correlate with your “AEA Port Set” panel entries. 


Q 725 - Host Connection Menu Option: The answer for this question defines 
whether the display station user for this Station Set is able to select a host 
connection out of a Host Connection Menu which appears on the screen after 
IML. 


e If 725 = O, the user is not able to select a Host Connection. 


Host connection is established according to the Default Destination panel 
entries (see “AEA Default Destination Panel” on page 195). 


° If 725 = 1, the display station user in this Station Set is allowed to select an 
alternate host connection from the Host Connection Menu. : 


The default answer for this question is 1. 


Q 731 - Flow Control Type: The response for this question specifies the type of 
data flow control between the 3174 and the host, display station or printer. 


Note: The correct flow control is essential, if an incorrect answer is entered it 
will probably cause overrun errors. 


e 731 = 0, No Flow Control 


e 731 = 1, Xon/Xoff 
e 731 = 2, Data Terminal Ready (DTR) (non-switched port type only) 
e 731 = 3, Clear To Send (CTS) (direct port types only) 


The default response for 731 is 1. 


Q 732 - Xon/Xoff Transmission Resumption Trigger: If Xon/Xoff is used, the 
response to this question indicates the signal which the 3174 must receive to 
resume transmitting after it has received Xoff. The response specifies whether 
transmission is resumed due to the AEA receipt of Xon or after the AEA 
receives any character. 


e 732 = 1, Transmission Resume Trigger is any character received. 


© 732 


2, Transmission Resume Trigger is Xon only. 


The default response for 732 is 1. 


It is recommended that you use the default as this precludes display station 
“hang-ups” due to accidental transmission of Xoff. 


Q 733 - Line Speed: This response defines the line speed of the Station Set. 
Options are: 


e 0 = Autobaud/Autoparity 


°« 1= 300 bps 
e 2 = 600 bps 
e 3 = 1200 bps 
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¢ 4 = 2400 bps 
¢ 5 = 4800 bps 
¢ 6 = 9600 bps 
¢ 7 = 19200 bps 


Default response for Q 733 = 0. A host or printer cannot use the default 
response. A line speed must be snecified. | 


For a display, use this response to define either autobaud or the specific speed 
of the terminal (and ignore question 734). Autobaud also causes autoparity to 
be specified; see Q 735. If autobaud is not specified, all terminals using this 
Station Set must be set at the same speed. If the line speed specified is 
incorrect, the response to the transmission may be absent or garbled. 


since a host Station Set might support a range of terminal speeds, you define 
the lowest speed rate as the answer for this question and use question 734 to 
define the highest speed. For example, if the Station Set’s first terminal is 
working at 300bps, the second at 600bps and the third at 9600bps, answer this 
question with “1” and for the upper limit define question 734 for 9600bps. 


If the Host Station Set supports a single speed rate for every terminal rather 
than a range of speeds, you would define this speed and skip the next question 
number 734. 


Q 734 - Line Speed (ASCII Host upper limit): This question is used with 
question 733 (lower speed limit). to define a range of supported speeds for an 
ASCII host. 


Possible answers are: 


¢ 2 = 600 bps 
° 3 = 1200 bps 
° 4 = 2400 bps 
° 5 = 4800 bps 
° 6 = 9600 bps 
° 7 = 19200 bps 


' There is no default for question 734. A response is required only if a range of 
speeds needs to be specified. 


Q 735 - Parity: The Parity question specifies the type of the parity check for a 


nda 
A 


rintare\ 
im BURTUNSE Oy. 


given Station Set (displays, hosts 


If the previous question (Q 734) specified Autobaud/Autoparity, it must also be 
specified here for the same station. 


The following are the valid responses for Q 735: 
© 0 = Autobaud/Autoparity 
e 1 = Odd 


e 2 = Even 
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e 3 = None 
« 4 = Space 
e 5 = Mark 


The default answer for question 735 is 0. This answer cannot be specified for 
ASCII hosts and/or printers. Only ASCII displays may get this default. 
Notes: 


1. If the parity specification is incorrect, the response to transmissions may be 
absent or garbled. 


2. Some ASCII hosts may specify the use of “8-bit, no parity” but experience 
has shown that the 3174 will work on these systems using “7-bit space 
parity” 


Q 736 - Stop Bits: The answer for this question specifies the number of Stop 
Bits required for ASCII operation. 


Note: If the number of Stop Bits specified is incorrect, the response to 
transmissions may be absent or garbled. 
The valid answers for this question are as follows: 
e 4 
° 2 


One Stop Bit 


Two Stop Bits 
Default response is 1. 


Q 737 - Maximum Modem Line Speed: The answer for this question determines 
the speed at which commands are sent to your modem. You must respond to 
this question if you have an IBM or Hayes modem on switched lines and 
responded to question 733 with a 0. 
The valid answers for this question are as follows: 
e 1 = 300 bps 
= 600 bps 
1200 bps 
2400 bps 
4800 bps 
9600 bps 
19200 bps 


e 
NO OM B&B WO PD 
lI 


There is no default response to this question. 


Q 741 - Switched Disconnect Timeout (3270 Host Only): This question provides 
additional security function in the event of disconnection of a switched line 
ASCII terminal. The response to this question specifies how long (in minutes) 
after disconnection, the AEA port associated with this station should be held 
available. This takes advantage of the host session timeout security feature. 
The appropriate answer must match the IBM system definitions for the host 
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session timeout security feature and should be provided by the IBM host 
system programmer. 


The question applies only to 3270 hosts using BSC or local Non-SNA attachment 
method. 


The answer for this question is a three digit number ranging from 000 to 254 
(minutes). Leading zeroes are required. | 


The default answer for this question is O00. 


Q 742 - Inactivity Timeout: The answer for this question defines the time which 
a host, display or printer are allowed to remain idle before the connection is 
broken. The answer represents minutes and leading zeroes are required. 


The decision for this answer has to take into account the following values: 
¢ Line (phone) cost 
e Importance of this Station Set access 
e Port Value (access of other display stations). 


A valid answer for this question is a three digit number in the value of 000 to 
294 {represents minutes). 


The default answer is 015. If 000 is specified, it means indefinite Timeout (or no 
timeout definition). In other words, 000 means permanent connection (no break 
due to inactivity). 


Q 743 - Prompt for Universal/Specific Keyboard Map: Using this question, the 
user of this given station, when initiating an operation, can be prompted with a 
selection menu. This menu asks whether a Specific or Universal keyboard is to 
be supported for the particular display. 


If you decide not to display the prompt to the user, the keyboard behaves as a 
Specific Map definition. 


The purpose of the menu is to distinguish between the definition of a Universal 
(common) keyboard map overlay for the given ASCII terminal or the definition 
of a Specific overlay. 


The answer to this customizing question defines all ASCII terminals which are 
associated with this Station. 


The Specific Overlay Map is recommended only if a few different types of ASCII 
terminals are in use. The Universal Keyboard Man is recommended if there 
are many different types of ASCII terminals which make use of this station set. 
The Specific Keyboard Map defines only the function pS of keys (e.g. Cursor 
Movement Keys, PF keys). 


It is assumed that all ASCII terminals use the same US English keyboards and 
therefore their character set as well as character layout is identical. 


The valid answers are as follows: 


¢ Q = Do not display prompt 
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e 1 = Display prompt 


The default answer for Question 743 is 1. If the answer to Question 743 is 0, the 
keyboard is mapped to the Specific Overlay Map. 


For more information see GA23-0332 Terminal User’s Reference for Expanded 
Functions. 


Q 744 - Number of Bits per Character: This question is required when you 
answered Q 735 (parity), with a response of 3. The response to this question 
must be the same for all stations in a port set. The response can be: 


° 0 


7 bits per character 
e 1 = 8 bits per character 


The default response is 0. 


If question 735 was answered with anything other than 3, then the frame 
includes the parity bit. 8-bit mark and space parity is not supported. 


This question was added in Configuration Support-B Release 2 and later. 


Q 745 - ASCII Display Character Set: This question applies only to ASCII 
displays, the response can be: 


e 0 = US ASCII 

e 1 = IBM 3101 CS1 

e 2 = IBM 316X CS1 and CS2 

» 3 = ISO 8859/1.2 

e 4 = DEC MCS (requires 8 bit option on Q 744) 
e 5 = DEC NRC 


This question was added in Configuration Support-B Release 2 and later. 


Q 746 - Translate Option: There is a two digit response required for this 
question. The first digit specifies the transmit table, and the second digit the 
receive table. The default is 0 0. 


¢ 0 = Default table (US ASCII, CS1, CS1/2, ISO 8859, MCS, NRC) 
e 1 = User-Defined Translate table 1 
e 2 = User-Defined Translate table 2 
e 3 = User-Defined Translate table 3 


This question was added in Configuration Support-B Release 2 and later 


Q 751 - Data Stream Supported by ASCII Host: This question specifies the Data 
Stream type of the ASCII host. 


Valid answers for this question are as follows: 
e 1 = Host uses VT100 Data Stream 


e 2 = Host uses 3101 Data Stream. 
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« 3 = Host uses DG 210 Data Stream 
e 4 = Host uses VT220 7-bit Data Stream 
* 5 = Host uses VT220 8-bit Data Stream 


There is no default for this question. 


Q 752 - ASCII Host Phone Number: This answer contains the phone number of 
the ASCii host. ft is sent to an Autodiai modem when a connection to this host 
is required. 


This phone number can contain control characters which are used by the 
modem to perform certain operations (e.g. “wait for second Dial tone”). 
Another sample of a control character is “switch to Pulse dialing” which is 
required when a dial operation through some public networks is performed. 
The Autodialing control characters for every modem are described in the 
following tables. If the precise character is not available, substituted characters 


are defined for every supported modem. 


Note: A response of this question is required when the host is the default 
destination of an ASCII printer and the Port Type is switched 


There is no default for this question. 


The following table lists the characters used for the AEA supported modems 
and the substitute character used to customize the 3174. 


Table 7. IBM and Hayes Modem Control Characters | | 
Modem character 3174 character 


Pause (wait for dial | W 
tone) 












Numbers Supported 
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Table 8. Micom Modem Control Characters 


Modem character 3174 character 
Pause (wait for dial K 
tone) 
Switch to Pulse Dialing yo. 


It is possible to embed the control character into the phone number string even 
if it does not have a 3174 substitution. This is possible by using the prefix X’nn’ 
where X. = Hexadecimal designator and nn = Hexadecimal Character’s value. 










The following is an example: 
The Hayes string is defined like this: “T9 WW P123 4567 X52’ 


This means that WW is the Substitution Control Character (,,) and X52 is the 
Hexadecimal number 52 (letter ‘R’) 


The string will look like this: T9,,P1234567R 


Q 761 - Auto Xon/Xoff (DEC VT 100 Data Stream): This field specifies whether 
Auto Xon/Xoff is active. 
Following are the valid answers: 

¢ 0 = Auto Xon/Xoff disabled 

ef Auto Xon/Xoff enabled 


The default for this question is 1. 


Q 762 - Wraparound Option (Dec VT100 Data Stream): This entry field specifies 
whether Wraparound option is operational. 
Valid answers are as follows: 
e 0 = Wraparound option disabled 
e 1 = Wraparound option enabled 
The default for this question is 1. 
Q 763 - Newline Option (DEC VT100 Data Stream): This entry field identifies 
whether Newline option is available. 
Valid answers are as follows: 
e 0 = Newline option disabled 


° 4 


Newline option enabled 


The default for this question is 1. 
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Q 764 - Margin Bell (DEC VT100 Data Stream): This entry field identifies 
whether Margin Bell option is operational. 
Valid answers are as follows: 
e 0 
ef 


Margin Bell option disabled 


Margin Bell option enabled 
The defauit for this question is 1. 


Q 765 - DEC Host ASCII Character Set: This field identifies the character set 
used by the ASCII host using DEC VT100 or DEC VT220 data stream. 


The response is: 


a fm A 


= DEC NRC 


=) 


e 1 = DEC MCS 


The default response is 0. 
This question was added in Configuration Support-B Release 2 and later. 


Q 771 - Automatic Line Feed for Cursor Control (IBM 3101 Data Stream): This 
entry field identifies whether the Automatic Line Feed option is operational. 
Valid answers are as follows: 

e 0 = Automatic Line Feed option disabled 

e 1 = Automatic Line Feed option enabled 
The default for this question is 1. 
Q 772 - Carriage Return/Carriage Return - Line Feed Selection (3101 Data 
Stream): This entry field identifies whether Carriage Return alone will occur or 
Carriage Return and Line Feed will occur. 
Valid answers are as follows: 

e O = Carriage Return 


e 1 Carriage Return and Line Feed 


The default for this question is 1. 


Q 773 - Automatic Line Feed for Cursor Control (3101 Data Stream): This entry 
field identifies whether the cursor automatically moves to the first character 
position on the next line after it reaches the 80th cursor position. 
Valid answers are as follows: 

e 0 = Automatic New Line disabled 

e 1 = Automatic New Line enabled 
The default for this question is 1. 


_ Q 774 - Scrolling (3101 Data Stream): This entry field identifies whether 
scrolling is be supported for the display stations. 
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Valid answers are as follows: 
e QO 
° 


scrolling disabled 


Scrolling enabled 


The default for this question is 1. 


Q 775 - Line Turnaround Character (3101 Data Stream): This entry field 
identifies the line turnaround character. 


Valid answers are as follows: 


¢ 0 = EOT (End Of Transmission) 
¢ 1 = CR (Carriage Return) 

° 2 = Xoff (Transmitter OFF) 

¢ 3 = ETX (End Of Text) 


The default for this question is 1. 


Q 776 - IBM ASCII Host Character Set: The response to this question can be: 


© 1 = ISO 8859/1.2 
e 2 = IBM 3101 CSI 
© 3 = IBM 316X CS1 and CS2 


The default response is 1. 


Q 781 - Attached Printer Prompt: The AEA supports an ASCII display and a 
printer attached to the display’s auxiliary port, over a single communication 
link. The display and its attached printer appear as distinct LUs to the host. 
Printing can be accomplished from the ASCII display or initiated from the host. 


If you respond to this question with a 1 (yes), the user is presented with a 
prompt at connection time which asks if a printer is attached to display. The 
user can then decide whether or not to let the AEA manage the attached 
printer. 
Valid answers are as follows: 

e 0 = No 

e 1= Yes 

e 2 = Assumed (no prompt but printer attachment is assumed) 
The default for this question is 0. 


Note: If you have printers attached to ASCII displays, you must indicate an MLT 
level greater than zero in question 110. 


Q 782 - Use Of Form Feed: This entry field identifies whether a printer can 
perform a Form Feed. 


Valid answers are as follows: 


¢ 0 = Printer does not support Form Feed 
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e 1 = Printer supports Form Feed 
The default for this question is 0. 
Q 783 - Page Length: This entry field defines the page length for an attached 


printer. If the printer does not support Form Feed, this count is used to emulate 
Form Feeds in the 3270 data streams. 


Valid answers are numbers from 1 to 255. Leading zeroes must be used. 
The default response for this question is 066. 
Q 784 - Printer Character Set: The AEA provides the translate tables for 
printers, the options are: 

e 1 = US ASCII 

e 2 = ISO 8859/1.2: 

e 3 = DEC MCS 

° = PC code page 850 

¢ 5 = User-Defined Translate table 1 

e 6 = User-Defined Translate table 2 

e 7 = User-Defined Translate table 3 


The default response is 1. 
This question was added in Configuration Support-B Release 2 and later. 


Q 785 - Printer Character Set: This is an eight digit response of 0 or 1 (no, yes) 
for specifying printer options. The default is 11111000. | 


For a complete explanation of all the options see Question 785 in the 31774 
Planning Guide Configuration Support-B Release 3. 


This question was added at Configuration Support-A Release 5. 


Q 786 - Page Width: The response to this question can be any value in the 
range of 001 to 255 (use leading zeros). 


The default response is 132. : 
This question was added in Configuration Support-B Release 2 and later. 


Q 787 - LU 1 SCS Transparency Translation: This question determines how the 
printer LU 1 SCS transparency data is to be translated. The response can be: 
-e¢ 0 = LU 1 transparent data is not translated | 


e 1 = LU 1 transparent data is translated 


The default response is 0. 


This question was added in Configuration Support-B Release 2 and later. 
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7.4.4.6 AEA Default Destination Panel 
This panel is used to indicate the initial default connection and to define (for 
MLT devices) how many sessions are allowed. The Station Set number in the 
LT column determines for that MLT, what initial connection (default destination) 
is established. Blanks in any column means that the default destination is the 
Connection Menu. 


In the following example, the 3270 PRINTER Station Set and the 3270 Single 
session Station Set automatically connect to “WTCXAA ITSC MVS 4” (Station 
Set 1) by default. ALL OTHER LTs initially display the Connection Menu. 


AEA Default Destination 


Station Station Set Session Session 
Set Name Limit LT1 LT2 LT3 LT4 LT 


WICXAA ITSC MVS 4 
DEC HOST 

IBM INFORMATION NETWORK 
3270 DISPLAYS 

3270 PRINTER 

3164 TERMINAL 

VT100 TERMINAL 

4201 

DALLAS DEC SYSTEM VT100 


wo On oO NM & W PD 


0 
0 
3 
1 
1 
3 
3 
1 
0 
0 
0 
0 
) 
0 
0 





Figure 65. AEA Default Destination Panel 


Field Name Description 


Station Set This is the Station Set number which correlates with the 
Station Set definitions. 


Station Set Name In this field the user can recognize the Station Set type 
associated with this Station number. 


Session Limit This field relates to MLT Port Assignment specifications 
and should therefore match it. 


Session The LTx columns indicate what the connection default is 
for each Logical Terminal. In our example, Station Set 4 
and Station Set 11 use a default connection to VM SYS1 
RALYDPD. This is done for LT 1 only. Since all other 
"Session” fields are empty, the default for the other LT on 
Stations 4 and 11 (and all the others) is the Connection 
Menu. 
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7.5 User-Defined Tables 


In Configuration Support-B Release 2 and later you can now define your own 
terminal and translate tables. These are referred to as: 


UDT tables User-Defined Terminal tables 
UDX tables User-Defined Translate tables 


These tables are created under a customizing option in Configuration Support-B 
Release 2 and later. When you select “Configure AEA” from the customizing 
menu now, you get two.additional options which permit you to define these 
tables. | 


7.5.1 User Defined Terminal Tables (UDT) 
UDTs allow you to construct new ASCII device definitions in addition to the ones 
which come standard. You can either build the table from scratch or take an 
existing table and modify it. 


UDTs can be used to attach terminals which may not normally function on the 
AEA. Up to six UDTs can be created and stored using station types U1 to U6. 
They are invoked by defining the terminal Station Set with the new station type 
label when customizing the Station Set. | 


7.5.2 UDT Attributes 


Attributes which can be defined in a UDT include: 
« Last line reserved for status. 


Used to indicate whether or not a display can use the 25th line for 
displaying the status. 


¢ Status line character set. 


If a status line is available, this defines whether special characters can be 
displayed. 


¢ Status line clear option. 
This provides options for clearing the status line from the display. 
e Use Cursor Sequence on status line. 


Use to indicate the operation of the “set cursor” command on the status 
line. 


¢ Scrolling on. 


Use to select whether the screen will scroll if a character is sent to the last 
cursor position. 


¢ Cursor wraps at end of line. 

Use to get the cursor to move automatically to position 1 from position 80. 
¢ Color supported. 
¢ Cursor class. 

Indicates how the “set cursor” command is formatted. 


¢ Cursor sequence. 
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This defines the actual hex sequence of characters to perform a “set 
cursor” command. 


Alternate screen size. 

sets the station screen size. 

Graphics query reply. 

Graphics input wait time. 

Graphics input ending sequence. 

Graphics input length. 

Inbound Sequences. 

A panel used to map ASCII sequences to 3270 keystrokes. 
Outbound Sequences. 


A panel used to map ASCII sequences to 3270 screen and printer 
commands and orders. 


7.5.3 User Defined Translate Tables (UDX) 
When 3270 emulation is in use on a 3174, ASCII characters are translated to 
EBCDIC for transmission to the host and vice versa. The 3174 can support six 
standard translation tables. These are: 


US ASCII 

IBM 3101 CS1 

IBM 316x CS1 and CS2 
ISO 8859/1.2 

DEC MCS 

DEC NRC. 


In addition up to three user defined translate tables can be defined. As with the 
UDT, the translate table used is specified in the Station Set definition. 


When defining a UDX table, you are prompted for the following: 


UDX number (1-3) 

Name of the table 

An optional field, used only when customizing as a prompt. 
Language code 

Use the same code as used for the keyboard language. 
CECP support 

Model table number. 


A list of all available translate tables (including existing UDXs) upon which 
you can model your new definition. 


After entering these values, the outbound and inbound translate tables are 
displayed based on the model chosen. These can now be modified and saved. 
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7.6 Operations 


-In this section, we will look at some of the aspects of using the AEA. Fora 
detailed description on the use of the AEA terminals, see 3174 Terminal User’s 
Reference for Expanded Functions. 


7.6.1 Keyboards 
The ASCII keyboard is different from the 3270 keyboard and many of the 3270 
keys just don’t exist. In order to emulate a 3270 display correctly it is 
necessary to simulate these keys. The same is true for 3270 terminals 
emulating ASCII terminals. 


some of the special keystrokes required are covered in the following text. 


Y) 


peciai Keys 
Table 9 shows the key sequences required for some common keyboard 
configurations to return to the Connection Menu using a 3270 display defined to 
the AEA. 


7.6.1.1 3276 





Table 9. Hot Key for Returning to Connection Menu 


Base 8/7 key (3278 type) | 
Converged 122/4 keys in 3278 emulation 
Converged 122/4 keys in native mode. 
Enhanced 102/103 keys J 


Note: The Converged keyboard is recognized by the CROSS shape of the 
Cursor Move Keys (arrows). 















2 | The Enhanced keyboard is recognized by the UPSIDE DOWN T shape 
of the Cursor Move Keys (arrows). 


7.6.1.2 Special Control Sequences for 3270 Emulation yo 
When using an ASCII display station emulating a 3270 terminal there are a : 
number of special 3270 functions that a user may require. Some examples are: 


e Return to Connection Menu 

e 3270 Reset 

e Operator Information Area Toggle 
« Test Request 

e Response Time Monitor (LTT) 

¢ 3270 Clear Screen. 


The following table lists the key sequences required for these functions for most 
of the common ASCII terminals. 4 
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Terminal |Connection| 3270 OIA TEST RTM 32/0 
Menu RESET | Toggle}Request | LTTI Clear 


ADDS VP 
~A2 ESC BM CTRL R {ESC ? ESC B — {CTRL C 









ALT Erase 
EOF M 
CTRL B 


ALT Erase|Clear 











CTRL B 





— VT100 





— VT241 {CTRL 





ESPRIT 
10/78 
HZ1500 


CTRL 
















ESC 








HP2621 |CTRL 


IBM 3101)]ALT 












IBM 3151 
/3161/63 


CTRL 







ESC 


ESC 








ESC 






ALT Erase 
EOF M 
CTRL BM 







CTRL BM 





Figure 66. Special Keys for 3270 Emulation on ASCII Keyboards 


7.6.2 AEA Operator Indicator Line 
some ASCII terminals have made provisions for an indicator line similar to 
32/70’s. Others have not. Some of those that have indicator lines use symbols 
essentially equivalent to 3270 symbols. For these, indicator line mapping is 
easy. The problem appears with those ASCII displays which have only ASCII 
typical graphics or do not allow the use of the 25th screen line. 


AEA mapping performs some translation that addresses an ASCII graphical 
symbol as similarly as possible to the required 3270 indicator and uses it for 
user notification. 7 


In addition, the AEA provides a Status Inquiry key sequence that causes the 


required emulated Operator Information Area (Indicator Line) to appear on the 
ASCII’s display’s 24th line. 
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The Status Inquiry key sequence is usually “ESC ?.” VT52 is the single known 
display that uses “CTRL + ?” as the Status Inquiry sequence. 


When the Indicator Line uses the 24th line, normal keyboard operation is" 
allowed except for keying on the 24th line. 


To remove the Indicator Line from the display’s 24th line and to refresh it, the 
user toggles the Status Inquiry key sequence again. 


Status Inquiry is not available or needed on displays which are capable with the 
29th Indicator Line. 


The Print !dent function which allows Local Copy printer address reassignment 
is the single function which can be keyed into the Indicator Line. 


Pare we e461 Abi SE en ntl 


in 3270 Emuiation, changing the Locai Printer agaress works a little aifferentiy. 
The cursor does not move to the printer address digits in the Indicator Line 
when Print Ident is invoked. Instead, the cursor remains where it was when 
Print Ident was pressed and the new keyed address digits appear in the proper 
location of the Indicator Line. 


For more information please use GA23-0332 Terminal User’s Reference for 
Expanded Functions. 


7./ Printers in the 3174 AEA Environment 


7.7.1 3270 Printer Emulation 
The 3174 AEA causes certain ASCII printers to appear as if they were 3287 
printers with a 2K buffer. SCS support is also assumed. 


When the 3270 host supports these emulated printers, the following 3287 
functions are not supported: 

e Extended Character Set Adapter (ECSA) 

e Programmed Symbols (PS) 


e SNA Character Stream (SCS) support for Structure Fields and Attribute 
Processing (SFAP) 


e Data Analysis - APL 

e Extended Print Buffer (EPB) 

e Screen Image Print Operation of 480, 960, 2560 and 3564 bytes. 
e Character Sets - ASCII-B, Data Analysis - APL/Text or Katakana 
e World Trade Languages. 
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7.7.1.1 Printer Operating Functions 


When the 3287 is emulated by an ASCII printer, the following functions are 


supported: 


e Maximum Print Position (MPP) is always 132 - cannot be changed. 


e Lines Per Inch (LPI) is the ASCII printer default at Power ON. If the ASCII 
printer provides line spacing control, it might be used. Page Length for the 


appropriate printer’s station set is specified during Station Set 
customization (Q 783). 


The ASCII printer must be capable of receiving Dual Case data or be able 


to fold Upper Case characters into Lower Case and vice versa. 


If the ASCII printer does not support Form Feed, the 3174 AEA sends Line 


Feeds until the number of lines per Page Length is reached. 


7.7.1.2 Host Datastream Printer Controls 
The following DSC/DSE (LU3) orders are supported: 


e CR - Carrier Return 


e EM - End of Message 


FF - Form Feed 
NL - New Line 


The following SCS (LU1) orders are supported: 


BEL - Sound Bell 


BS - Back Space (depends if the ASCII printer supports the BS order 
natively) 


CR - Carrier Return 

ENP - Enable Presentation 

FF - Form Feed 

HT - Horizontal Tab 

INP - Inhibit Presentation 

IRS - Interrecord Separator (always as New Line) 
NL - New Line 

SHF - Set Horizontal Format 
SVF - Set Vertical Format 
TRN - Transparent Mode 

VCS - Vertical Channel Select 
VT - Vertical Tab. 
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7.7.2 ASCII Printer Emulation 
The 3174 AEA allows the 3287 type of printers to emulate ASCII printers. All ~ 
ASCIil character sets can be printed by these ASCII emulated printers. In | 
addition, the AEA supports a very basic set of ASCII controls. 


The following ASCII controls are supported: 








Table 10. ASCII Control Codes Supported by 3287 Printers - ASCII Emulation 


Tab Skip to next 
multiple of 8 


US xX’ 1F’ Carrier Return Line 
Feed 


[ae |. i "ee 
Xoff (DC1) X’11’ Request to the host: 
stop sending 
Xon (DC3) X’13’ Request to the host: 
resume transmission 
7.7.2.1 ASCII Printers’ Advanced Characteristics 
Advanced ASCII printers’ capabilities which are not supported on 3287 (e.g. 


Underscoring, Programmable Fonts, etc.) are not supported on the ASCII 
emulated printers. 













7.7.2.2 ASCII Printers’ Status Indication 
Some ASCII printers send status indication to their hosts, these status 
indications announce events such as Out Of Paper, Buffer Full, etc. 
If the ASCIl emulated printer buffer is full, or any other Unready condition 
occurs, the AEA initiates a flow control indication (Xoff or DTR drop) but does 
not send the status to the ASCII host. 


7.7.3 Local Copy in an AEA Environment 
The use of ASCII and 3270 printers as copy printers for 3270 and ASCII displays 
(in any combination) is supported except for ASCII plotters. Use the Printer 
Authorization Matrix to set this up. 


7.7.3.1 Printer Authorization Matrix (PAM) 
During 3174 customization, the user may select the Define PAM option on the 
Customizing Control Diskette menu. This selection results with the following 
PAM panel. (This panel is changed in Configuration Support-B Release 4 to 
accommodate 64 port support.) 


Note: For Configuration Support-B microcode, the PAM panels are accessed 
from the Define Devices option on the “Customizing Control Disk Menu”. 
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PAM Definition 
Entry Printer Hode Class 


7 8 
01234 56789 012345 


AEA Display Port 


26 21 22 23 
1 2 3 0 
01234 56789 01234 56789 01234 56789 01 01234567 01234567 01234567 


Select=== > 
(Message Area ) 
PF: 3=Quit 4=Default 10=Page Back 11=Page Fwd 12=Done 





Figure 67. Printer Authorization Matrix Panel (Revised) 


Printer Authorization Matrix Description: The PAM panel appears according to 
the user request. The structure of the panel varies according to the display’s 
screen size (number of lines per screen). 


You should refer to the PAM panel as if it were two screens. The upper part 
belongs to printer ports and the lower to display ports. 


The differences among the screen sizes is expressed in the number of entry 
lines per screen. 


In our example we can see five entries for printers and five entries for displays. 
This is typical for a Model 2 display (24 lines). The number of entries are 
related to the model number; if we have a Model 3 display (32 lines), then the 
number of entries would be 9 for printers and 9 for displays (per screen) etc. 
When PF11 is pressed (Page Forward), the next group of entries appears on the 
screen (a Model 2 will present entry numbers 6 to 10, a Model 3 entry numbers 
10 to 18, etc.). Each time the user presses PF11, another group of entries is 
displayed on the screen. 


The total number for each type of terminal may reach 47 entries for printers and 
47 for displays. The total number of entries permitted depends on the 3174 
model. 


The following table defines the entries permitted for each 3174 model: 


7. Asynchronous Emulation Adapter (AEA) 203 









3174 Control Number of Number of 
Unit Model 3270 Printers ASCII printers | 






IL, 1R, 2R, 3R 


ee eA) 





Figure 68. Permitted PAM Entries per 3174 Model 


Note: * The total number of entries allowed cannot exceed 47. Therefore, if 24 
ASCII printers are assigned, only 23 3270 printers can be assigned. 


If a user wants to move backwards to a previous entry panel, PF10 should be 
used. 


Following are descriptions of each of the fields on the PAM panel: 


Field Definition 


Entry The entry field displays a number which represents the printer 
that the user assigns for Local Copy. The number of entries 
may range from 1 to 47. Special care should be taken when 
32/70 printers and ASCII printer entries are combined on the 
same 3174, the total number of both types should not exceed 
47 entries. 


Printer Port The user must enter the Port Number for the printer. This 

entry has two separate fields: “HH-PP.” 
HH = Hardware Group identifier: 

e 26 or 27 for 3270 ports 

e 21, 22, or 23 for ASCII ports. 
PP = Printer Port - valid ports are 01 to 31 for 3270 ports and 
00 to 07 for each one of the ASCII hardware group ports. 
Special care must be taken if MLT is enabled; all Port 
Assignment related specifications should be checked since 


they might cause problems if erroneously combined with PAM 
assignment. 


Port 00 on either 3270 group cannot have a printer attached. 
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Mode 


Class 


Following are samples of valid answers: 
26-01 up to 26-31 
21-00 up to 21-07 


22-00 up to 22-07 
23-00 up to 23-07. 


The valid entries for this field are as follows: 


Q = System Print 


—_ 
lI 


Local Copy Print 


2 


shared (System and Local) 


Default mode is System Print, therefore a printer which is not 
defined in PAM operates under system control. 


A printer in System Print mode is under host control. A printer 
in this mode is protected from local copy. 


Local Copy mode is directed by the 3174, system printing is not 
possible on this kind of printer. If the printer is operating in a 
SNA environment, the host can initiate a local copy from a 
display buffer. 


Local Copy invocation is done from the display keyboard 
“PRINT” key. 


In Shared mode, the printer performs both Host Directed 
printing and Local Copy printing. The efficiency of Local Copy 
operation in Shared mode depends on the communication 
protocol. 


In SNA, the printer may perform a Local Copy operation only if 
this given printer is not in session with the PLU. 

If the Between Bracket option (Question 213) is selected during 
the 3174 customizing, the Local Copy cannot be performed 
while the printer is in an IN BRACKET state with the host PLU. 


In Non-SNA, due to the longer session with the host 
application, Local Copy invocation is less efficient. Local Copy 
invocation while the printer is in session with the application is 
assumed to be user responsibility since he might perform a 
Local Copy operation while the printer is in the middle of a 
host application print job. 


In this entry field(s) the user must enter ”X” under the required 
class (or classes) number(s) defined for the printer. 
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Display Port 


Select 
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Class numbers range from 70 to 85. The user may group 
several printers together under a particular Classification 
(Class). Class is applicable for a printer that serves several 
displays for a certain reason (e.g. location, type of form 
mounted, security, etc.). 

some printers may be defined under the same Class and serve 
as a pool of printers for a certain group of users. The user 
invokes Local Copy for Class operation by entering the Class 
number in the Printer Address field on his screen (if it was 
predefined during PAM customizing). The Class number in the 
Printer Address field is modified by using the IDENT function. 


32/70 displays invoke IDENT by pressing the ALT + IDENT keys. 
The ASCII display IDENT key location depends on the Keyboard 


Map which the ASCII display uses. (For more information see 


GAD2- N32239 Tarminal U Lisar’ Ss Referance far Eynanded Evinctions \ 


Veer eHiVUe Tut AP weuoTr Us tiVito.) 


Since the Printer Address field is in the display’s Operator 
Information Area {sometimes called the Indicator or Status 
Line), the user may have problems with this field on ASCII 
displays. 


The Print Ident function which allows Local Copy printer 
address reassignment is the single function which can be 
keyed on the Indicator Line. 

On an ASCII display which is emulating a 3270 display, 
changing the Local Printer address works a little differently. 
The cursor does not move to the printer address digits in the 
Indicator Line when Print Ident is invoked. Instead, the cursor 
remains where it was when Print Ident was pressed and the 
new keyed address digits appear in the proper location of the 
Indicator Line. 


“xX” must be entered under the port for each display authorized 
to use a particular printer for Local Copy. 


More than one display may be assigned and authorized to 
perform a Local Copy on a given printer. 


Displays cannot perform Local Copy on a printer assigned to 
have an ASCII host destination as its Default Destination on 
AEA Default Destination customizing panel. 


This field may help the customizer during PAM definition. The 


user may enter a LOCATE command if he wants to locate a 


particular PAM entry number without having to scroll forward 
or backward through several panels. 


lf, for instance, the user is searching for entry number 21, he 
should use “L21” in the Select entry field. As soon as enter is 
pressed, entry 21 is displayed. 


7.8 AEA Graphics Support 


The ASCII graphics support in Configuration Support-B Release 2 and later 
allows 3270 host programs, such as GDDM, to control specific AEA attached 
terminals in graphics mode. The AEA allows passthrough of terminal 
generated graphics input to the host application. These terminals are also 
supported for 3270 emulation and the 3174 maintains the terminal’s display 
image independent of the graphic presentation space. The host application and 
the terminal are responsible for the graphic display space; graphics data is 
simply passed through the 3174 to the device. Graphics data requires the 8-bit 
character support of Configuration Support-B Release 2 


Supported devices include: 
e V1T240/241 
e Tektronix 4205. 


Other devices may work but were not tested. 


7.8.1 ASCII Plotter Support 


ASCII plotter support is provided by the AEA. There are many types of plotters 
which will work; they are treated the same way as ASCII printers except that 
you cannot do a local print. Specify a device type of “AL” in Q722 to get ASCII 
plotter support. 


The datastream used by the host application driving the plotter should be LU‘ 
using the transparent-mode order. When customizing the 3174 AEA, specify 0 
for Q787 (do not translate LU1 transparent data). Configured in this way, the 
host data is passed unchanged to the ASCII plotter. 


7.9 AEA Security 


The main security concerns introduced by the 3174 AEA are caused by the fact 
that an ASCII terminal user of a dial port is able to access a 3270 application. 
The 3174 and the communication application minimize this exposure in various 
methods. In addition to this, the user can define customizing parameters which 
affect security. 


ALL of these parameters were mentioned earlier in this chapter. Following is a 
short summary of the parameters: 


¢ Question 701 - ASCII Terminals Password (before Configuration Support-B 
Release 2) 


e AEA Port Set Panel - Port Set Password (Configuration Support-B Release 2 
and later) 


The ASCII terminal user is prompted to enter the password when he 
initiates the contact with the 3174 AEA. Any password entered incorrectly 
results in terminal disconnection. 


e Question 725 - Station Set’s parameters, Host Connection Menu Option 
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The answer the customizer selects for this question provides some AEA 
security classification by reducing the connection flexibility of a sensitive 
port. 


¢ Question 741 - Station Set’s parameters, Switched Disconnect Timeout 


An appropriate answer to this question can reduce the exposure of an 
unauthorized connection attempt when a connection with an authorized 
user is broken. 


¢ Question 742 - Station Set’s parameters, Inactivity Timeout 


The customizer must observe various considerations when this parameter 
is defined. An appropriate definition of this parameter reduces the. 
exposure of an attempt to use the idle state of the ASCII line by an 
unauthorized user. 


Most ASCII printers do not have a keyboard. Therefore, they cannot use the 
password protection. Some 3270 environment applications like IMS queue print 
files until the destination printer is found. Since the connection with a switched 
line printer is not protected by the password, it is recommended not to use a 
switched line printer as a target for queued print files. 


208 = 3174 Installation Guide 








8. ESCON Connection 


Currently, communications between IBM hosts and the channel attached 3174 is 
carried out in parallel across bus and tag cables. These cables are bulky and 
have (even with blue cables) distance and speed limitations. In most cases the 
3174 can only be a few hundred feet from the CPU. This restricts the location of 
the control unit to the immediate proximity of the host. 


A new approach to the interconnection of channels and devices is known as 
"ESCON architecture’, which uses fiber-optic cables, instead of the bus and tag 
cables. This architecture increases the maximum distance possible between 
the CPU and the 3174, while providing faster communications for the locally 
attached user base. 


ESCON Director: The ESCON Directors are central to implementing the 
switched point-to-point topology. We won't cover the director in any detail, the 
information here is purely to give an understanding of what function the director 
plays in the connectivity options announced in Configuration Support-B release 
3 and the 3174-12L and 22L models. 


ESCON directors offer the following new functions: 


e Multi-Access: When the director is inserted between channels and I/O 
controllers, each channel can connect, dynamically, to multiple controllers 
and other channels. For example, if a 60-port ES Connection Director Model 
2 is attached to four channels, those four channels can access up to 56 
control units. If a 3174 Controller is attached it can be accessed by all four 
hosts. 


The multi-access capability also reduces the need for manual switches, 
allowing control units that have a single ESCON adapter interface to access 
multiple ESCON channels on one or several systems without manual 
operation. 


e Simplified Connectivity and Sharing: The director greatly reduces the 
number of channel adapters and physical cable connections required to 
share devices among multiple systems. One control unit connection to the 
ESCON director can provide all of the required connectivity for a 
multi-image configuration. 


¢ Multiple Concurrent Operations: The directors can handle multiple 
concurrent data transfers. If the director is configured with 60 ports, 30 pairs 
of ports can actively transfer data at channel speeds. 


¢« Less Disruptive Installation and Reconfiguration: The directors may be 
configured to allow new processors or I/O to be added to or deleted from 
the configuration, dynamically, without loss of system availability. Fiber 
optic cables may be plugged into the ESCON director while the systems are 
running. 


Additional configuration capabilities include partitioning the directors for 
isolating I/O devices or system images, dedicating paths through an ESCON 
Director, and storing alternate configurations. 
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8.1.1 Models on ee rae 
The new models of the 3174 that support the ESCON Adapter are: 


* Model 12L: ESA/390 SNA and non SNA 
¢ Model 22L: ESA/390 SNA and non SNA (rack mounted). 


Both of these models support: 
e Eight host connections (via the ESCON director) 
e 64 coax attached devices (with the port expansion feature) 
e Single link multiple-host 
e Multi-host Gateway 
¢ 8K RU size. 


These features are discussed in detail. 


An existing channel attached 3174 cannot be upgraded to the new ESCON 
adapter. 


New 3174s shipped with the ESCON Adapter are aD the existing channel 
attached units) customer installed, CSU. 


The new ESCON Adapter uses the same slot in the 3174 as the Bus/Tag 
channel adapter, and they appear as logical equivalents. The fiber optic cable 
specified is standard 62.5/125 microns, although the 3174 supports 50/125 
microns up to 2Km. A duplex to duplex 62.5/125 micron cable is supplied with 
the 3174 Controller. 


8.1.2 Connectivity Options 
The ESCON channel architecture has a new switch the ESCON Director which 
enables the 3174 to have multiple host connections and also acts as a repeater 
to further increase the maximum distance possible, with two directors in the 
path, you could have the 3174 located nine kilometers from the host machine. 


(fiber) 


(fiber) 
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h 
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1 





_. Figure 69. Basic ESCON Adapter Diagram. 
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8.1.2.1 Single Link Multi-Host 
Utilizing the ESCON director, it is possible to connect the 3174 to eight physical 
hosts which are defined in the 3174 as logical connections. 


| SWITCH | 





Figure 70. Single Link Multiple Upstream 


This multiple host support is provided by introducing Virtual Controllers and 
Physical Controllers. Given the SNA architecture the controller can only ever 
be connected to one host, but using the director you can dynamically connect 
and disconnect to the hosts as required. 


The virtual controller, VCU, is functionally a 3174 connected to on e and only 
one host over the ESCON channel. There can be up to eight VCUs inside the 
3174, which means there can be eight logically connected hosts at one time. 


The physical controller, PCU, is the physical 3174 itself, as well as the 
microcode that controls all the functions. | 


A user attached to one of the 3174 ports can now, by using the MLT support, 
jump between any five of the eight possible host connections. 
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8.1.2.2 Multi-Host Gateway | 
Below is an example using multiple host support through the gateway. 


SWITCH 


31/4 Gateway 


VGATE | | VGATE 
sap 04) {sap 08 


address '400000000001' 


address '4000000000002 04! 


3174-13R 
DSPU DSPU 
#1 #2 


Figure 71. Single Link Multiple Upstream Gateway 





Using the above diagram and the following table we can see that we are able to 
define multiple link addresses with a single subchannel. Each link would be 
associated with a different host in the ESCON network, and the subchannel 
under that link address would be associated with a PU defined for a given host. 


Link address] Sub/chan| T/R address 
Local PU locally attached terminals 
DSPU 1 400000000002 64 (gtwy SAP 04) 


Local PU locally attached terminals 


DSPU 2 | 400090000002 64 (gtwy SAP 08) 





Figure 72. Addressing Example 
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8.1.3 Host Console Support. 
Although the ESCON 3174 supports non-SNA channel links, there is currently no 
host console support using ESCON channels. 


8.1.4 8K RU Size 
The 8K byte RU capability is supported in various configurations based upon 
the type of devices supported through, or attached to the 3174 Controller. 
Following is a summary chart showing the level of 8K support. 


Configuration CUT/DFT Devices T/R Devices 
(transmit/receive) (transmit/receive) 


Base ESCON SNA (12L) 2048/8192 N/A 
Base ESCON SLMH 2048/8192 N/A 
Base T/R DSPU (X3R) 2048/8192 N/A 
ESCON T/R gateway 2048/8192 8192/8192 
ESCON SLMH T/R gateway 2048/8192 8192/8192 


N/A Not Applicable 
ESCON Enterprise Systems Connection 
SLMH Single Link Multi-Host 


The following restrictions apply when configuring a Token-Ring Gateway with 
respect to 8K RU support: 


e If you configure any DSPU with 8K RU support then the maximum number of 
DSPUs through the gateway is limited to 100, regardless of what the other 
DSPUs have been configured for. This is a restriction on the 4/16MB 
Token-Ring Adapter card. 


¢ 8K RU capability is only supported when a 4/16MB Token-Ring Adapter is 
present, otherwise the configuration will be downgraded. This applies to 
the DSPUs as well as gateway configurations. 


8.1.5 ESCON Customization 
Prior to customization you should note that the panel on the front of the 3174 
Controller has been changed and the channel online/offline switch is no longer 
present. You now key in a sequence on the front panel to achieve the same 
function. 


On the 3174 Operator Panel Key in: 


"1/XX" where XX = '00' is switch offline 
and = 'Q1' is switch online 


When the “offline” sequence is entered, communication with all hosts is 
terminated until either: 

1. The 3174 is IMLed 

2. The 3174 is IMLed remotely by NetView 


3. The online sequence is entered on the keypad. 
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8.1.5.1 Question 100: Model 
This will now accept “12L” or “22L” as the ESCON models. By coding one of 
these values you change the options in Question 101. 


8.1.5.2 Question 101: Host Attachment 
Question 101 is where you specify the host connection type. By coding “X2L” in 
Question 100, this panel is changed to offer: 


Host Attached = 4 (ESCON NON-SNA Local Channel Attach) 
Host Attached = 5 (ESCON SNA Local Channel Attach) 


When this, and Question 100 have been set to support the ESCON Adapter the 
following questions are “hidden” from the customization panels and don’t 
require an answer: 


¢ Question 222: Support of Command Retry 
° Question 223: Attention Delay Value 

¢ Question 224: Mode of Data Transfer 

¢ Question 225: Channel Burst Speed 


8.1.5.3 Question 105: Upper Limit Address 


This is a two character address to specify the address range. 
Note 


If you are going to use 8K RU sizes, as specified in Question 241 then there 
is a limitation of 100 DSPUs definable for gateway controllers, or a 
maximum value of X’64’ difference between Question 104, and Question 105. 


8.1.5.4 Question 240: Controller Logical Address 
This address identifies the “logical controller” to its upstream host. The single 
character response can be “0-9” and ”“A-F”. The default value on the 1A Host is 
“0”; all other hosts default to ”X”. 


Note: This value must correspond to the “CUADDR” parameter of the 
CNTLUNIT macro in the IOCP 


This question is only valid on the ESCON Models 12L and 22L. 


8.1.5.5 Question 241: RU Maximum Size 
This is where you set the RU size if you are going to use 8K RU size. The valid 


response is: 
0 = 4KB RU maximum 
1 = 8KB RU maximum 


This question is only valid on the ESCON Models 12L and 22L. 
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8.1.5.6 Question 911: Ring Speed of the Gateway 
If you are using 8K RU size (Question 241=1), then the response to this 
question cannot be ”0”. 


Response: 
© = 4Mbps with normal token release 


1 = 16Mbps with normal token release 
2 = 16Mbps with early token release 


Default is 'Q'. 


8.1.5.7 Question 940: Ring Address Assignment | 
There is an additional response in the field “T (type) column” on the-panel for 
each device specified on the ring. You now code which DSPUs support the 8K 
RU size. 


Response: 
0 = Workstation 


1 = IBM 3174 Establishment Controller 
2 = 8KB RU device 


Default is 'O'. 


8.1.5.8 Question 941: Ring Transmission Definition 
There is an additional response in the field “F (transmit |-frame size) column” 
on the panel for each device specified on the ring. You now code which DSPUs 
support the 8K RU size. 


Response: 


= 256 bytes 
521 bytes 
1033 bytes 
2042 bytes 
4105 bytes 
8201 bytes 


OP WM Fe © 
il 


Default value is set by the “T" response in Question 940. 
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9. Multiple Logical Terminal (MLT) 


This chapter contains the following sections: 
e Introduction 
e MLT Prerequisites 
e MLT Storage Requirements for Configuration Support-A 
e MLT Storage Requirements for Configuration Supporn-B 
e Microcode Customizing 
e MLT Operation 
° Session Integration 


e Local Copy Considerations. 


9.1 Introduction 


This section describes the MLT functions, storage requirements for planning 
and some typical configurations and customizations in various environments. It 
helps the reader to define his 3174 customizing panels in an easier way as well 
as make him more familiar with the MLT feature configurations and functions as 
a whole. 


9.1.1 MLT Functions 
The Multiple Logical Terminal function enables an IBM 3270 Control Unit 
Terminal (CUT) to interact with as many as five host sessions. Each session 
can be connected to a 3270 host while one session can be connected to an 
ASCII host. When the MLT feature is active, the display station screen and 
keyboard are owned by a single session at a time. This session is the Active 
Session. The other sessions are maintained by the IBM 3174 Establishment 
Controller and are called Background Sessions. A background session 
becomes active when the user jumps from one session to the other in a round 
robin fashion - using a key sequence called the Change Screen Key. The 
change screen key sequence varies by the device keyboard type. 


Each session that is connected to a 3270 host requires that the 3174 host 
session address be known to the 3270 host. The host connections and 
associated host session addresses are defined during 3174 customizing 
procedures. The number of host sessions is limited by whether the type of host 
connection is SNA or non-SNA and by 3174 storage. A session that is 
connected to an ASCII host does not require that a 3270 host address be 
assigned to it. A session with an ASCII host requires that an Asynchronous 
Emulation Adapter (AEA) be installed in the 3174. Access to the ASCII host is 
defined through the 3174 customizing procedure. 
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9.1.2 Supported 3270 Hosts 


The 3174 to a 3270 host connection can be established across one of the 
following links: 


e SNA Local Channel 

e SNA Remote (SDLC) 

e Non-SNA Local Channel 
e Non-SNA Remote (BSC) 
¢ X.21/X.25 

e Token Ring. 


9.1.3 Supported 3270 Hosts via CCA 


In addition to the ahave cannections if vou have installed one of the Concurrent 


. E edie! s ww eee Ne Ae writ fw 


Communication Adapters (V.24, V.35, and X.21), you can have multiple sessions 
over: 


e SNA Remote (SDLC) 
e Non-SNA Remote (BSC) 
e X.21/X.25. 


9.1.4. Supported ASCII Hosts 


The 3174 to ASCII Host connection requires the Asynchronous Emulation 
Adapter (AEA) feature (#3020) to be installed in the 3174. Access to the ASCII 
host is accomplished on a session basis through the connection menu or the 
default destination procedure which is an inherent part of the AEA customizing. 
Each ASCII host connection utilizes one 3174 AEA port. 


9.1.5 Supported Devices 
The following fixed function CUT displays are sudpared by MLT: 


° 3178 

e 3278 (excluding Model 1) 

e 3179 (excluding Model G) 

° 3279 

¢ 3180 

e 3191 

e 3192 (excluding Model G) 

e 3194 (operating in CUT mode). 

¢ 3471 

e 3472 (excluding Model G). 
This includes all model types. Any other coax-attached terminal which fully 


emulates one of the supported a above can also take advantage of the 
MLT capability. 
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DFT terminals are not affected by the MLT function. These devices cannot use 
the change screen key sequence to switch between MLT sessions; DFT 
terminals provide multiple sessions through their own microcode. 


With Configuration Support-B Release 2 ASCII terminals can have MLT 
sessions; prior to Release 2, and with Configuration Support-A there was no 
MLT support although you did have an ASCII Menu Panel which gave you the 
ability to select what host sessions to connect to, but no jump facility. 


32/0 printers are limited to a single session only. 


9.2 MLT Prerequisites 


In order to pian for and instail MLT in a 3174 environment, you should be 
familiar with its various storage requirements, weighting factors and 
configuration. The following section explains these issues. 


lf you have not planned for microcode customization, you may wish to do so 
before planning your controller’s storage. Certain functions may require that 
additional storage features be installed in the controller. 


Before you start planning, you need the following: 


° “Storage Requirements Worksheet”. You may wish to consult the 3174 
Planning Guide. 


e Knowledge of the features and functions that are included in your 
configuration. 


¢ The amount of storage installed in your controller. When shipped from IBM, 
Models OXX, 5XX,and 8XX contain 1MB of base storage. Models 1XX, 2XX, 
6XX, and 9XX contain 2MB of base storage. 


Configuration Support-B allows more MLT sessions in less storage than 
Configuration Support-A and S. 


While planning microcode customization, you identify the feature(s) and 
functions required for your configuration. 


You need to plan for controller storage if your configuration includes any of the 
following: 

e 3270 Token-Ring Gateway feature 

e Multiple logical terminals (MLT) 

¢ Central Site Change Management (CSCM) 

e Asynchronous Emulation Adapter (AEA) 

¢ Concurrent Communication Adapter (CCA) 

e Single Link Multi-Host support (SLMH) 

e Multi-Host Gateway 
If sufficient storage is not installed in the controller, some support for the 


functions you planned will be deconfigured (function will not operate or will 
operate at a lower level) once the controller has been customized and IMLed. 
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9. 2.1 wee Storage Requirements and Weighting Factors 
Maintaining multiple sessions requires 3174 storage for presentation spaces and 
session level control storage. For each session, the amount of presentation 
space is based on two characteristics of the associated display plus the 
required amount of control storage (1K per a secondary session). 


The following list describes these values: 


¢ Model Number - This directly relates to the maximum presentation space 


Supported. 


24x80 





32x80 







43x80 


27x132 





Figure 73. Session Level Storage Requirements 


¢ EAB/No EAB (Extended Attribute Buffer) - if EAB is supported by the display 
then the Presentation Space requirement is doubled. 


EAB, Extended Attribute Buffer refers to the ability of the display to allow 
extended highlighting (reverse video, blinking,and underscore), extended 
color (seven), and programmed symbols. 


e Each secondary session requires an extra 1K of Control Storage per 
session. These considerations are unique to the secondary sessions. There 
are no extra storage requirements for the primary session (LT #1). 


The accumulated storage required per port (or display) is called the Weighting 
Factor and is described later. 
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9.2.2 MLT Storage Requirements 


The primary session does not require any additional storage. The following 
table describes the storage requirements and Weighting Factors for 3174 MLT. 


To clarify the following table, consider a model 2 with EAB customized for two 
sessions. The primary session requires no additional storage. The first 
secondary session requires 2K for Model 2 Presentation Space, doubled due to 
EAB support, plus 1k extra Control Storage for a total of 5K. Therefore, the 
Weighting Factor is 5. 


The general formula to follow is: 


n(M x E + C) = Weighting Factor. 
n= Number of Secondary Sessions (total number of Sessions - 1) 


M = Display Model 


E = EAB (Y=2, N=1) 
C = 1 Secondary Session 
C = 0 Primary Session. 


9.2.3 MLT Storage Requirements for Configuration Support-A 







Number of Sessions Per Display 


Display Types 
Weighting Factors for Sessions per Disp 


Model 2, No EAB po 






Model 3-5, No EAB 
Model 3-5 EAB 


Figure 74. MLT Storage Requirements, Configuration Support-A 
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9.2.3.1 Weighting Factor and MLT Support Level-A 
The user should calculate all Weighting Factors for a given 3174. The sum of 


Weighting Factors for each display determines the required MLT PHP PORE Level 
of the 3174 running Configuration Support-A or S. 


A sum of Weighting Factors = < 0 = MLT level 0 
A sum of Weighting Factors = < 64K = MLT level 1 
A sum of Weighting Factors = < 128K = MLT level 2 
A sum of Weighting Factors = < 416K = MLT level 3 
A sum of Weighting Factors = < 864K = MLT level 4 
A sum of Weighting Factors = < 1408K = MLT level 5 


Note: Default MLT level is 0. 


MLT Support Level One and Two are supported for all controller models. Level 
Three requires at least the 512K storage expansion feature and cannot be 
selected for 3174 Models 52R, 81R and 82R. 


MLT Support Level One may coexist with the AEA feature. MLT Support Level 
Two requires at least 512K of storage expansion to coexist with the AEA on an 
early 3174 (IBM 3174 Establishment Controller has 2MB as standard). 


MLT Support Level One and Two are supported for all controller models. Level 
Three requires 512K of storage expansion and cannot be selected for 3174 
Models 52R, 81R and 82R. 


9.2.3.2 MLT and Performance Considerations-A 
Due to performance considerations and future expansion requirements, you 


should to refer to Figure 75 on page 223 when a MLT level is calculated and 
selected. 
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Maximum Storage Recommended means the higher recommended storage 
size that should be taken into account when a MLT level is selected. 


Controlier Storage Reserved is the actual storage size which is reserved for 
each MLT level. The difference between “Maximum Storage Allowed” and 
“Controller Storage Reserved” for MLT Level 3 is reserved for buffer 
management, control storage, and to ensure performance. 


MLT Maximum Controller 
Support | Storage Storage 
Recommended} Reserved 





Figure 75. Determining the MLT Support Level Required 


9.2.3.3 Session Limitations Configuration Support-A 
e Only one session is supported for an ASCII display, but you can define an 
additional printer port (ASCII HAP). 


e. Up to five sessions are supported for a 3270 display. 


e A maximum of 208 sessions are supported by the 3174 in the following 
structure: 


160 + 
48 = 208 sessions 


5 Sessions x 32 Ports 
24 ASCII ports + printer 


The number of sessions that can be used is affected by the amount of 
storage available, type of host attachment (up to 32 for non-SNA, 184 for 
SNA and up to 24 for ASCII host). 


e An ASCII host session requires AEA in the 3174. 


e A Secondary Session does not support Programmable Symbols. 
Programmable Symbols are supported only in the Primary Session. 


9.2.4 MLT Storage Requirements for Configuration Support-B 












Number of Sessions Per Display 


Display Types 
Weighting Factors for Sessions per Disp 
eweste fe [ele] 
Ce 
pont weole fe [ss |e. 
few sses fe [ef fs fe 


Figure 76. MLT Storage Requirements, Configuration Support-B 
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Notes: 


1. 
2. 


Table entries represent K bytes of storage. (1K = 1024 bytes.) 


For ASCII devices choose model 2 no EAB, and ASCII with large screens 
choose model 3 no EAB. 


9.2.4.1 Weighting Factor and MLT Support Level-B 


The user should calculate all Weighting Factors for a given 3174. The sum of 


We 
of t 


ighting Factors for each display determines the required MLT Support Level 
he 3174. 

A sum of Weighting Factors = < 0 = MLT levelO 
A sum of Weighting Factors = < 64K = MLT level 1 
A sum of Weighting Factors = < 128K = -MLT level 2 
A sum of Weighting Factors = < 512K = MLT level 3 
A sum of Weighting Factors = < 896K = MLT level 4 
A sum of Weighting Factors = < 1152K = MLT level 5 
A sum of Weighting Factors = < 1536K = MLT level 6 
A sum of Weighting Factors = < 2048K = MLT level 7 
A sum of Weighting Factors = < 2688K = MLT level 8 


Note: Default MLT level is 0. 


For 
exa 


Configuration Support-B Release 4, you can choose a level or specify the 
ct amount of storage in kilobytes. This can prevent you from wasting 


storage. For example, if your storage requirements totaled 2050K, you would 


hav 
exa 


e to select Level 8, which allocates 2688K. Now you can specify 2050K 
ctly. 


If CCAs are installed, do not count sessions assigned to secondary hosts when 
determining weighting factors for the base controller. Use the number of 
sessions on the primary host only to determine the weighting factors for the 
base controller. 


9.2.4.2 Session Limitations Configuration Support-B 
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Up to five sessions are supported for a 3270 display. 
Up to five sessions are supported for an ASCII display. 


A maximum of 440 sessions are supported by the 3174 in the following 
structure: 


5 Sessions x 32 Ports = 160 + 

5 sessions x 24 ASCII ports = 120 = 280 sessions. 
If you add the port expansion feature #3100: 

5 Sessions x 64 Ports = 320 


5 sessions x 24 ASCII ports = 120 = 440 sessions. 


The number of sessions which can be used is affected by the amount of 
storage available and the type of host attachment, SNA, Non-SNA, and 
ASCII. 





e An ASCII host session requires AEA tn the 3174. 


e A Secondary Session does not support Programmable Symbols. 
Programmable Symbols are supported only in the Primary Session. 


9.3 Storage Requirements - Summary 


The following tables for Configuration Support-A and Configuration Support-B 
describe the 3174 Storage Requirements while taking into account some of the 
features which affect this issue. You should refer to the 3174 Planning Guide for 
a definitive list of storage requirements for features such as Single Link 
Multi-Host, Concurrent Communications Adapters, and Multi-Host Gateway. 


The user should match his controller’s feature with the appropriate table in 
order to determine the amount of storage required for a given 3174. 


9.3.1 Storage Requirements for Configuration Support-A 


MLT Storage Requirements 


Function 


a 
= 























MLTS 2.9MB 2.95MB 
MLTS, AEA 2.oMB 3MB 3MB 3.5MB 


Figure 77. 3174 MLT Storage Requirements for Configuration Support-A 





This chart has taken into account the volume of OXX, 5XX, and 8XX 3174’s 
having only 1MB of memory and the possibility of also having the 512K memory 
expansion feature, thus the 500K increments in the chart. 
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MLT Storage Requirements 


CSCM RNC 
Function BASE or 
CSC (DSK) 
2MB 





Figure 78. 3174 MLT Storage Requirements for Configuration Support-B 


9.3.3 Storage Expansion 1MB (#1012), 2MB (#1014), and 4MB (#1016). 
These features provide additional control storage for function over the 2MB of 
base storage in the IBM 3174 Establishment Controller. 


Feature #1016 is a PIM storage card and as such, is only available on the 2XX 
and 6XX range of controllers. 
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For the 2XX and 6XX range of IBM 3174 Establishment Controller the storage is 
on a plug-in-module (PIM), which plugs straight on to the planar board, saving 
the requirement to use one of the feature slots for a storage upgrade. 


The storage expansion features are not available for Models 9XX. 


9.3.4 Storage Expansion 512KB (#1011) 


Feature #1011 is no longer available, but is included here for reference. 


This feature provides an additional 512KB of control storage, for features, 
functions and RPQs that use more than the 1.0MB base storage in the OXX, 5XX, 
and 8XX range of 3174's. 


Since there are only three card slots on the large models and one slot on the 
medium models for storage expansion, one should consider using the 1.0MB 
Storage Expansion (#1012) or 2.0MB Storage Expansion (#1014). The storage 
expansion features are not available for Models 52R, 81R and 82R. 


9.3.5 3174 MLT and Programmable Symbols (PS) Considerations 
A Programmable Symbols screen should be assigned to the Primary Session 
only. While the Primary Session is in background, Programmable Symbols set 
update can occur. 
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9.4 Microcode Customization 


MLT hardware installation is not required, the function is activated and 
controlled by customizing responses only. The data flow of questions below is 
followed by a description of each of the questions which are involved in MLT 
customization. 


MLT related questions during customizing process 


3 Y¥(1,2,3) |Question 125, Digit 7 
Question 110 Background Alarm 
MLT Config.LVL 1 = yes, 0 = no | 





Question 110 
MLT Level = x 
Question 700 
AEA Install. 
N (0) 
Question 116 
Port Assign. 


Y (1,2) 


Question 117 

Port Assign. details 
Question 118 

Port Addresses Table 


Question 168 
Change Screen key loc. 
168=0 Default (Alt+Ins) 
168=1 "Home Key" 
168=2 "Print ID Key" 















CCA=yes | 
CCA 
or 
SLMH 


no 


Proceed Customizing 





Figure 79. MLT Customizing Data Flow 
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9.4.1.1 Question 110 
Customization Question 110 refers to the required MLT Configuration Level or 
storage amount. As was previously mentioned, there are eight levels of MLT 
Configuration support. Answering this question is the key point of the MLT 
feature. AO response means no MLT is required. For Configuration Support-B 
Release 4, a response of 00000 means no MLT. 


In order to determine the required MLT level of support, the user should fill in 
the MLT worksheet. 


9.4.1.2 Question 125 
Digit number 7 of this customizing question relates to the existence of the 
display alarm sound for a session in a Background mode (Background 
Session). 

The default response is 0. 
e 0 
° 1 


Background alarm is enabled 


Background alarm ts disabled. 


This option is affected only if MLT is configured. Answering with 1 results in the 
disabling of the alarm sound when a screen update occurs to a screen which is 
currently in a Background Session mode. 


If alarm disable is not selected, the user might get confused due to unexpected 
alarm sounds during his operation. 


Note: Background Session Alarm sound is automatically disabled if File 
Transfer Aid (digit number 6 of this customizing question) is selected as 1 (File 
Transfer Aid ON). 


9.4.1.3 Question 700 
Question 700 does not appear in any initial customization panel. The user has 
access to it only after selecting the “AEA Configure” option from the “Customize 
Control Diskette Menu” panel. “Customize Control Diskette Menu” is the screen 
that results from a selection of “Customize The Control Diskette” option on the 
“Master Menu”. 


Question 700 is the trigger for the AEA customizing questions. The 3174 AEA 
hardware adapter card(s) must be installed as a prerequisite for AEA 
microcode. The AEA code becomes active if the response to Question 700 is 1. 
If customizing for AEA, there are some additional panels and customizing 
questions to be answered and defined. These questions and panels are 
discussed in the section titled “Asynchronous Emulation Adapter”. The user 
should refer to the AEA part of the document if AEA is intended to be 
customized. If the AEA hardware card is installed and the user prefers to 
ignore AEA code or to disable it, Question 700 should be answered with 0. 
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9.4.1.4 Question 116 
This customizing question is the Individual Port Assignment Control. How you 
answer this question depends on the configuration support you are using. 


Configuration Support A/S: If you will be providing the MLT function for CUT 
devices or if you will be attaching DFT devices such as the IBM 3290 Display 
Panel or the IBM 3270 Personal Computer, and using their multiple session 
facilities, then you have to use either option 7 or 2. There are three possible 
responses to this question: 


The first option 0 is the default and the easiest. If you take this option the 
customization process will automatically assign port addresses and you will not 
see panels :117 and :118. However, if you have a Model OXX, 1XX, or 2XX, then 
32 port addresses will be assigned, whether you need them (i.e., you have 32 
devices attached) or not. This can be wasteful on addresses. A similar process 
is true of the Models 5XR/6XR and 8XR/9XR although in these cases only 16 
addresses will be assigned to Models 5XR/6XR and 8 addresses to Models 
8XR/9XR. 


The 7 option allows you to specify just the number of sessions per port, and the 
customization program deals with the assigning of addresses. In order to do 
this simply fill in the number of sessions per port in column #/S on the 117: 

Port Assignment Worksheet. You could put a 0 against any port not required at 
this time so that addresses will not be allocated to it. When you press PF8 
during the actual configuring process, you will see that the customization 
program has filled in panel :778 for you. You cannot change panel :178, it is for 
your information only. If you wish to update this worksheet in the future by 
adding or removing devices and you use this option, all of the addresses will be 
re-assigned by the customization program. In order to avoid this and keep the 
address assignment of the unchanged devices the same as before, you need to 
use option 2 below. 


Option 2 is useful for the reasons above and is additionally useful if you have 
DFT devices or if you are using the MLT function for CUT terminals with 
multiple sessions and you wish to control the port assignments of individual 
sessions. If you leave this up to the program, then the ports will be assigned 
as follows. First addresses will be assigned sequentially to all of the primary 
ports starting at port zero. Then starting at the next available address, 
addresses will assigned to the secondary ports. Obviously if you wish to use 
addressing other than this, you need to use this option. 


When using this option you need to do just a little more than with option 7. In 
this case you have to enter the port addresses on :117 Worksheet in decimal. 
Once again the customization program will fill out sheet :118 for you. 


Configuration Support B: In Configuration Support B, the response io quesiion 
116 can be one to four alphanumeric digits. The four digits of this response are 
grouped into two pairs. The first (leftmost) pair represents the assignment of 
3270 address. The second pair represents the assignment of AEA addresses. 
Depending on your configuration, you may not be specifying all four digits; you 
may have a one, two, or four-digit response. However, placement of the digits 
is crucial, so please make sure that you have done the necessary planning 
before starting this step. 
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The default response to question 116 is 0 The process for the default response 
in Configuration Support B is the same as that for Configuration Support A/S. 
You should use the default if you want only one 3270 address per port, do not 
want to plan for port assignment, and do not want any AEA addresses 
assigned. 


You should use responses 7 or 2 if you plan to assign port addresses on a 
port-by-port basis, plan to use MLT on your CUT devices, plan to have ASCII 
devices access 32/0 hosts, or plan to use DFTs with multiple interactive 
screens. 


The 7 option allows you to specify just the number of sessions per port, and the 
customization program deals with the assigning of addresses. In order to do 
this simply fill in the number of sessions per port in column #/S on the 117: 

Port Assignment Worksheet. You could put a 0 against any port not required at 
this time so that addresses will not be allocated to it. When you press PF8 
during the actual configuring process, you will see that the customization 
program has filled in panel :178 for you. You cannot change panel :778, it is for 
your information only. If you wish to update this worksheet in the future by 
adding or removing devices and you use this option, all of the addresses will be 
re-assigned by the customization program. In order to avoid this and keep the 
address assignment of the unchanged devices the same as before, you need to 
use option 2 below. 


Option 2 is useful for the reasons above and is additionally useful if you have 
DFT devices or if you are using the MLT function for CUT terminals with 
multiple sessions and you wish to control the port assignments of individual 
sessions. If you leave this up to the program, then the ports will be assigned 
as follows. First addresses will be assigned sequentially to all of the primary 
ports starting at port zero. Then starting at the next available address, 
addresses will assigned to the secondary ports. Obviously if you wish to use 
addressing other than this, you need to use this option. 


When using this option you need to do just a little more than with option 7. In 
this case you have to enter the port addresses on :117 Worksheet in decimal. 
Once again the customization program will fill out sheet :118 for you. 


Option SX (where X equals a number from 1 to 5) should be used if: 1) you want 
to specify the number of addresses (1 to 5) to be assigned to each 3270 port, 2) 
you have answered question 110 with a non-zero response, 3) do not plan to 
have ASCII devices access 3270 hosts, and 4) plan to use DFTs with multiple 
interactive sessions. Note that the same number of addresses will be assigned 
to all 3270 ports and the addresses will be automatically assigned. Responses 
$1-S5 are only allowed on SNA host attachments. 


The above responses do not result in AEA port address assignment. You 
should enter SX AY (where X and Y equal numbers from 1 to 5) if you want to: 
specify the number of addresses to be assigned to each 3270 port, the number 
_ of addresses to be assigned to each AEA port, and plan to have ASCII devices 
access 3270 hosts. The individual addresses are automatically assigned to 
each port. If you use this response, you should answer questions 110 and 703 
with non-zero responses. 


9. Multiple Logical Terminal (MLT) 231 


9.4.1.5 Question 117 
Question 117 is the Port Assignment panel. It appears if the response for 
Question 116 was 1 or 2. One of these two answers causes a new panel to 
appear (after a successful completion of the user’s “Host Panel”). For more 
details see the next section: “Port Assignment Panel’. 


9.4.1.6 Port Assignment Panel 
The Port Assignment Panel is used to associate host Logical Units (LUs) with 
the 3174 physical ports. This panel is broken into two sections or Hardware 
Groups: hardware groups 26 or 27 which address 3174 ports, and hardware 
group 21 which addresses ASCIil ports. 


When assigning LUs to a 3174 port, it is very important to take into account 
which screen model is connected to each port. If an LU is defined as 3270 


Model 3, 4 or S and is assigned te a 3278 Model 2 port, then every attemnt to 


access an LU (or a Logical Terminal) that is bisder than the 3278 Model 2 
capability results with a program check. Alternatively, if a display is connected 
to a particular port and is “Set Up” for a screen size (or model) larger than the 
LUs that are assigned to this port, then an automatic model change will occur 
whenever a change screen key is pressed and another session to a LT is 
invoked. 


For example, we assign three LUs associated with one port, each defined with 
different screen sizes. LT1 is LU number 3 with 3270 Model 5 (132x27 character 
screen); LT2 is LU number 2 with 3270 Model 4 (80x43 characters); and LT3 is 
LU number 17 with 3270 Model 3 (80x32). 


On this port we physically attach a 3192D set up as a Model 5. When we hot 
key from LT1 to LT2 to LT3, the display automatically selects the appropriate 
character generator and displays the proper number of lines and columns for 
each LT. In this way, a single 3192 display (set up as a Mod 5) can 
accommodate any screen size without going into set-up mode. 
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Port Assignment Panels 


BKBCP999 117: Port Assignment 3174/°1 3008A BKBCP999 117: Port Assignment 3174/P13008A 


Host addresses Host addresses 
Port IS 1 2 3 4 Port IS 1 2 3 4 #=§ 
21-60 3 605 606 G07 — 21-01 3 027 028 029 
21-82 3 630 631 832 21-03 3 033 034 035 
21-64 1 636 21-05 6 
21-06 6 21-07 6 
22-86 @ 22-01 0 
22-02 @ 22-03 0 
22-64 8 22-05 0 
22-66 8 22-97 0 
23-08 @ 23-01 0 
23-62 @ 23-03 0 
23-64 9 23-05 @ 
23-86 8 23-67 0 


Host addresses Host addresses 

Port IS 1 2 3 4 5 Port IS 1 2 3 4 § 
26-00 3 002 663 864 26-01 3 098 009 610 
26-02 3 811 012 613 26-93 3 014 615 O16 
26-04 3 617 019 019 26-95 3928 621 022 
26-06 3 023 624 625 26-67 1 626 
26-08 0 26-09 6 
26-10 0 26-11 6 
26-12 6 26-13 6 

26-15 6 

26-17 6 

26-19 0 

26-21 @ 

26-23 8 

26-25 8 

26-27 6 

26-29 6 

26-31 9 





Figure 80. Port Assignment Panel 3270 Figure 81. Port Assignment Panel ASCII 


Following is a description of each of the Port Assignment Panels fields: 


Field Description 

117: These panels were displayed on a NetView console using 
CSCF down to the 3174. 

3174/ADDR The ADDR field at the top of the screens is the PU name 


called when using CSCF. 


Port This field lists the port numbers assigned to terminals, 
beginning with port 26-00. The prefix ”26” indicates that 
these terminals belong to Hardware Group ”26” - terminal 
adapter. Hardware Groups ”21”, “22” and ”23” indicate 
ASCII (AEA) adapter ports. For Configuration Support-B 
Release 4, the prefix can also be 27. 


#1S This field indicates the number of 3270 host sessions 
which were assigned to each port. For a display using 
MLT function, this number must correspond to the 
number of sessions that were assigned to this port (either 
DFT sessions or MLT sessions). 
For any other type of terminal (e.g. printers etc.) this 
number should be either 0 or 1. The default for Hardware 
Group ”26” or ”27” is 1 and could be defined up to 5. The 
default for Hardware Groups ”21”, ”22” and “23” is 1 and 
could be defined up to 5. 


LT1-LT5 This field shows the SNA addresses (which are using 
MLT) for the displays. The total sum of the primary and 
secondary addresses should equal the number of 3270 
host sessions. 


Note: AEA customization requires additional customizing questions to be 
answered and some additional panels to be defined. 
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9.4.1.7 Question 118 

, This question will display a fully “Protected Fields” screen. It should be used 
as a port assignment information and verification panel only. Entries cannot be 
made from this screen. If the user needs to modify an assignment of a 3174 
port, he should use PF 7 in order to step backward to Question 117. LT session 
addresses in Question 118 panel appear in hexadecimal values. 


9.4.1.8 Question 168 
This customization question provides a solution to a problem which was 
created by the fact that some 3278 Emulation programs do not pass the 
ALT + Insert keystroke to the 3174. Without this keystroke, the controller cannot 
execute the MLT session switching and actually is not supporting MLT. This 
problem exists in a few ASCII terminals as well and affects other functions in 
addition to MLT. 


In order to solve the problem, the controller puts the terminal in “Extension 
Mode” which generates the required keystrokes. Since most of the known 
terminals support either Home key or Print ID key, these keys were chosen to 
reproduce the required keystroke for MLT session switching while in “Extension 
Mode.” 


Following are the required responses and their effect: 


Question 168 = 0: If the user enters 168 =O (default), no action is taken. The 
terminal does not go into “Extension Mode” and the keystrokes are as in any 
regular 3270 terminal. 


Question 168 = 1: If this is the selected response, Home Key generates the 
required ALT sequence. If the user wants to invoke the MLT change screen, he 
must press and release the Home key and then press the Insert key. This 
results with MLT “Change Screen” invocation. If the required operation is 
“Home,” the Home key should be pressed twice. 


Question 168 = 2: If this is the selected response, the Print ID key generates 
the required ALT sequence. If the users want to invoke MLT Change Screen, 

- they must press and release the “Print ID” key and then press the Insert key. 
This results with MLT “Change Screen” invocation. If the required operation is 
“Print ID,” the Print ID key should be pressed twice. 


9.5 MLT Operation 


9.5.1 Change Screen Key 
The user will find the Change Screen Key (sometimes called the Hot Key or 
Jump Key) located in various key positions on different kind of keyboards. The 
location of this key depends on the type of the keyboard, the terminal’s mode of 
operation (whether 3278 Emulation mode or Native mode) and on the answer to 
customizing question 168. 


The table in Figure 82 on page 235 describes the expected location for the 
Change Screen Key for various. keyboards. 
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Keyboard Type Key Location 





Base (87 keys) keyboard ALT + Insert 
(3278 and similar) 


— Question 168 = 1 ALT + Insert 
— Question 168 = 2 ALT + Insert 


Base (87 key) TEXT — QWERTY ALT + PA2 


— Question 168 ALT + PA2 


— Question 168 ALT + PA2 


*Converged (122/4 keys) keyboard 


—- 3278 Emulation Mode ALT Insert 
- Question 168 = 1 ALT + Insert 


— Question 168 = 2 ALT + Insert and 
IxXIDENT — 1xINSERT 


— Native Mode ALT + PA2 
(TW, APL, DE etc) 


— Question 168 ALT + PA2 


— Question 168 ALT + PA2 


**Enhanced (102/103 keys) keyboard ALT + Home 


Notes: 


* The Converged keyboard is recognized by the CROSS shape of 


the Cursor Move Keys (arrows). 


** The Enhanced keyboard is recognized by the UPSIDE DOWN T 
shape of the Cursor Move Keys (arrows). 





Figure 82. Change Screen Key Location 
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9.5.2 Terminal’s Model ID Determination 


When the user sets the Model ID of the display (eg 3192, 3180 etc.), it is 
essential that the selected screen size matches the largest session with this 
terminal. That means that if one of the sessions on this display is equal to 
Model 4 size (80x43), the user should set the terminal’s Model ID to 4. 


If one of the sessions has the Create Partition capability which enables it to 
work in Extended - Explicit Partition mode, the user should select the 


appropriate model ID for Explicit Partition. 


required for 3180 and 3192. 


Model ID 
implicit 


Model ID 
ADC | 


3180 


acai priencecinining 
Sarees eee 
3192/0 | 


— 


Figure 83. Display Model ID Definition 


9.6 Session Integration 


9.6.1 Programmable Symbols (PS) Terminal 





Figure 83 indicates the Model IDs 


Screen Size 


ee ee 
5 a 


24 x 80 


32 x 80 


43 x 80 


2/ x 132 or 24 x 80 


24 x 80 


32 x 80 


The first 3174 MLT session on each controller port is defined as the Primary 
Session (LT 1). If a PS screen is located on this port, it must always be 
assigned to the Primary Session only. When the Primary Session is in a 
Background Session, PS set screen update can occur. 
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During the Load PS operation, the Active Session’s display screen will either go 
blank or flash momentarily. The Active Session is not affected except for the 
brief visual disruption which occurs during the Load PS operation. 


9.6.2 Session Presentation Delay 
When changing between sessions which are defined as different screen sizes, 
there will be a slight delay while the display switches to the new screen size. 


9.6.3 Shift Lock, Caps Lock and APL On 


Shift Lock, Caps Lock and APL On status are preserved for each session. 


9.6.4 Entry Assist (DOC Mode) 


Each session preserves its own Entry Assist format definitions. The user must 
set up each session that needs Entry Assist. 


9.7 Local Copy Considerations 


When Print Local copy is invoked and the printer is printing, the user is able to 
change sessions. It is not necessary to wait for print completion to change the 
session. As a matter of fact, it is possible to invoke a Local Copy on one 
session, change to the second session, invoke a Local Copy from there (it will 
wait in the queue until the first Local Copy is completed) and change to the 
third session while session one is still printing and session two is waiting in the 
queue. 


CCA local copy 


You should note that if a terminal has a session through a CCA, then local 
copy will only work if a printer is also assigned to a host via the CCA; local 
copy will not work if the screen is on a CCA session, and the printer is 

| defined through the primary link. To have the facility for printing in both 
sessions, you would require two printers. 


9.7.1 Printer Authorization Matrix (PAM) 
The Printer Authorization Matrix (PAM) is defined during customization. PAM 
definitions are for a physical terminal port, therefore, all Secondary Sessions 
will have aceess to the printer that is defined for the Primary Session. lf a 
Printer Identification (IDENT) change is done during a session, it affects all 
sessions on this port until the next IDENT is done. 


When local copy is invoked in a session and the user jumps to another session 
(while the printer is still printing the previous session’s invocation), the Printer 
Printing indicator (small square, one-of-two, on the right hand side of the 
Operator information area, full square when the Printer Printing indication is 
ON) does not indicate the fact that the printer is still printing. This is usually 
the case when some terminals (in a single session) are assigned to a single 
printer. The MLT user has to be aware that although the “Printer Printing” 
indication is OFF, the printer might still be busy with a task from a previous 
session. The Printer Busy indication will indicate this fact to the user when he 
tries to invoke Local Copy. 
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10. Multi-Host Connectivity 


This chapter discusses the multiple options available to you with the Concurrent 
Communication Adapter, Single Link Multi-Host connectivity, ESCON director, 
ASCII, X.25, and Single Link Multi-Host Gateway. Configuration Support-B is a 
requirement for these functions. For details on customization of these features, 
please see “Connectivity and Customization Examples” on page 253 in the 
following chapter. | | 


10.1.1 Introduction to the Concurrent Communication Adapter 
The Concurrent Communication Adapter provides multi-host support for 
enhanced, cost-effective and concurrent access to multiple physical hosts. This 
capability provides solutions to the 3174 requirements in the area of access to 
multiple applications, host application availability and network backup without 
re-IMLing the 3174. At least one increment of storage will also be required. 
Information is provided to help readers to plan and install a Concurrent 
Communication Adapter and understand the function and use of the CCA. 


10.1.2 Concurrent Communication Adapter Function 
With the Concurrent Communication Adapter, the 3174 is connected to each 
host via a separate teleprocessing link allowing independent access to each. 


The Concurrent Communication Adapter is a hardware feature which provides 
the access to an additional 3270 host. Each Concurrent Communication 
Adapter looks like an additional 3174 Controller with its own microprocessor 
and control storage and its own teleprocessing interface. The Concurrent 
Communication Adapter communicates independently with different hosts using 
different network protocols. With SDLC and X.25 it can handle transmission 
speeds of up to 64Kbps and with BSC network protocol up to 19.2 Kbps. 


There are two types of adapter: Type 1 and Type 2. 


« The Type 1 CCA contains interfaces for remote link attachment using BSC, 
SNA/SDLC and X.25 network protocols. 


e The Type 2 CCA contains an X.21 interface for remote attachment using 
SNA/SDLC and X.25 network protocols. 


The number of Concurrent Communication Adapters that can be installed in a 
controller varies depending on the controller model, see “Hardware Features” 
on page 9 for details. 


Displays attached to a 3174 Controller with the Concurrent Communication 
Adapter are able to concurrently access multiple 3270 applications in more than 
one host. It functions independently of host software switching. Control Unit 
Terminals (CUTs), which are configured as Multiple Logical Terminals (MLTs) 
during customization, and Distributed Function Terminals (DFTs) can exercise 
expanded connectivity options. 


Direct-attached 3270 displays can access 3270 applications via the primary host 
link or the secondary host link(s) through the CCA. ASCII host applications can 
be accessed via the ASCII Emulation Adapter (AEA). ASCII displays can use 
the AEA for host sessions or the prime link. 
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Local 
Channel 
Attached 


3174-11L 


Figure 84. Concurrent Communication Adapter in the 3174 Control Unit 


Figure 84 shows a 3174 channel-attached to a primary host system and 
connected to a secondary host system via the Concurrent Communication 
Adapter. Both Control Unit Terminals (CUT) and Distributed Function Terminals 
(DFT) are attached to the 3174. The CUT displays are customized for MLT. The 
primary host is “A” and the secondary host is “B.” With the CCA, both the CUT 
and DFT displays can access up to five applications distributed over either of 
the two hosts. 


Session alerts go to the host where the session is bound and hardware alerts 
go to the primary host. It is therefore recommended that the primary host be 
SNA since these alerts are only sent on SNA. 3174 SNA alerts are high-priority 
events requiring immediate attention. The 3174 SNA alert function sends 
problem determination information, collected by the 3174 Controller or entered 


+ ha harAusrara manitar cAmMnnAnant af tha No tVliow: nen 
by an operator, tO the naruware mionnwor CVUIIINVISGIEL GE LEIG FN View program. 
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10.4.3 Supported Devices 
The following devices are supported and enhanced by using the Concurrent 
Communication Adapter. 


10.1.3.1 CUT Displays with Concurrent Communication Adapter 
The following CUT displays are supported by the Concurrent Communication 
Adapter and Configuration Support-B: 


¢ 3178 
e 3179 except G 
¢ 3180 
e 3191 

“ 3192 except G 
e 3471 
¢ 3472. 


The Multiple Logical Terminals (MLT) function allows CUT displays to act as 
multiple logical terminals. Each logical terminal has its own host address and 
can interact independently with its own host program. For CUTs using the MLT 
function, consult the Multiple Logical Terminals Worksheets in the 3174 Planning 
Guide to ensure that you do not exceed the amount of storage reserved to 
support these displays; the “Number of Sessions” column on this worksheet 
contains the number of planned host sessions for each CUT display. For more 
information on Multiple Logical Terminals please refer “Multiple Logical 
Terminal {MLT)” on page 217. 


Control Unit Terminals (CUT) can access one or more sessions per host via the 
Concurrent Communication Adapter, this depends on how many sessions per 
Logical Terminal (LT) have been specified during the customization of the 3174. 
By using the change screen key, a CUT can access the primary host system 
connected via the primary host link, any of the other hosts connected via the 
secondary host link and any ASCII host connected via an ASCII Emulation 
Adapter (AEA). 


10.1.3.2 DFT Displays with Concurrent Communication Adapter 
The following DFT displays are supported by the Concurrent Communication 
Adapter and Configuration Support-B: 


e 3192 G_ one host session and one printer session 
e 3193 two host sessions 
e 3194 four host sessions 
e 3290 four host sessions 
e 3472 G five host sessions. 
The multiple interactive sessions (MIS) capability allows DFT display stations to 


act as multiple logical terminals. Each logical terminal has its own address and 
can interact independently with its own host program. 
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When assigning addresses or allowing the customizing program to assign 
addresses to ports supporting DFTs, you should check the DFT supporting 
documentation regarding the number and type of sessions supported for that 
DFT; for example, some DFT displays may support only three host sessions and 
one printer session. _ 


Displays with multiple session capabilities provide for limited switching 
capability and the level of switching depends on the primary host link protocol. 
When the primary link is SNA, DFTs have access to sessions on the primary 
link and any secondary link; when the primary link is non-SNA, DFTs have 
access Only to sessions on the primary link. | 


10.1.3.3 3270 Printers and the 3174 Concurrent Communication Adapter 


10.1.4 


Printers connected to the 3174 using the Concurrent Communication Adapter 
have certain limitations. They cannot participate in multiple host access. A 
printer is assigned io the primary or secondary host system for which a printer 
authorization matrix has been setup. Then, it can only be accessed through that 
host’s CCA. Local copy printing can be done from a display on the same host 
system CCA only. If you need to do any system printing, you can do it only from 
the host system to which the printer is attached. Please note that the printer 
authorization matrix cannot be loaded from the host system if the Concurrent 
Communication Adapter is installed. 


Installation of CCA 


The implementation of the Concurrent Communication Adapter can be divided 
into two sections, hardware installation and testing. For details on customizing 
the 3174 for the CCA, please see “Connectivity and Customization Examples” 
on page 253. 


10.1.4.1 Hardware Installation 


The Concurrent Communication Adapter feature can be installed in any 
available slot on the 3174, that is 11 - 17 (OXX models) or 11 - 15 (2XX models). 
Use the first available (unused) location. The IBM 3174 Establishment 
Controller is a customer setup unit and to install the Concurrent Communication 
Adapter feature #3050 is the customer’s responsibility. See the 3174 
Establishment Controller Concurrent Communication Adapter Installation and 
Removal Instructions Guide or the 3174 Model 2XX Feature Installation and 
Removal Guide for further instructions. 


10.1.4.2 Verifying the Installation of the CCA 


242 


To do a verification test after the installation of the Concurrent Communication 
Adapter, see the 3774 Concurrent Communication Adapter Installation and 
Removal Manual or the 3174 Model 2XX Feature Installation and Removal Guide. 
These manuals provide step-by-step procedures to install, remove and perform 
verification tests on the Concurrent Communication Adapter in the 3174. Other 
online tests in case of CCA failure, faulty cables or faulty modems can be 
performed by following instructions in the 3174 Problem Determination Guide. 
You may also refer to the 3174 Status Code manual to inquire about status 
codes other than those you expect to result from a test performed. 
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10.1.4.3 Single Link Multi-Host Support 
Single Link Multi-Host support is a microcode function for controllers attached 
to: the IBM Token-Ring Network as downstream physical units (DSPUs), an 
ESCON channel, or an X.25 network. 


The following chart gives a guideline of the storage considerations when 
configuring for SLMH. 


For detail of all the 3174 storage considerations refer to “Storage Charts” on 
page 339. 


Table 11. Storage Requirements for Support B 


| FUNCTION Weighting | NOTES | 


Single Link 
Multi-Host 


With 1 Additional: Host 


Support 


single Link With 2 Additional Hosts 
Multi-Host 


Support 








Single Link With 3 Additional Hosts 
Multi-Host 


Support 


162 
Single Link 216 With 4 Additional Hosts 
Multi-Host 
Support 


Single Link With 5 Additional Hosts 
Multi-Host 
Support 


With 6 Additional Hosts 


single Link 
Multi-Host 
Support 


single Link With 7 Additional Hosts 
Multi-Host 


Support 
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10.2 Multi-Host Examples 


10.2.1 Single Link Multi-Host Support 


3174 /37XX 3174/37XX 3174/37XX 
Gateway Gateway | Gateway 


Token— Ring 


Figure 85. Single Link Multi-Host Connectivity 





Communication with each 3270 host is accomplished through a gateway. 
Access to eight 3270 hosts can be configured. However, each terminal can have 
sessions with only five of those 3270 hosts. Please note that single link 
multi-host is only available in Configuration Support B. It does not require the 
use of the Concurrent Communication Adapter although the CCA can be used 
in conjunction with Single Link Multi-Host Support; see Figure 86 on page 245. 


For detail of the 3174 customization panels see “Connectivity and Customization 
Examples” on page 253. . 
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10.2.2 Single Link Multi-Host Support with CCA 


HOST N 


3174/37XX 3174/37XX 
Gateway de ae | Gateway 


Token-Ring 
/370 HOST 


CUT DFT 





Figure 86. One CCA in a 3174 Control Unit Linked to Token-Ring Network 


Single link multi-host support together with Concurrent Communication Adapter 
is demonstrated in Figure 86. As in Figure 85 on page 244 we have the same 
SLMH support through the gateways, but in addition the terminals on the DSPU 
have an additional path through the Concurrent Communication Adapter to 
another host. 
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10.2.3 Single Link Multi-Host Support with AEA 


| 


3174/372x 3174/372X 
Gateway aa Gateway 


Token-Ring 


| /370 HOST 
3174-X3R 


ASCII HOST 


Figure 87. One CCA in a 3174 Control Unit with an AEA 





The example in Figure 87 works on the same principle as the one in Figure 86 
on page 245 except for the ASCII Emulation Adapter which has been added. 
ASCII Host applications can now also be accessed. CUT displays could have 
one or more of their five sessions with an ASCII host. DFT displays cannot 
access an ASCII host. DFT/E displays can access ASCII host session. ASCII 
displays can only access ASCII applications or 3270 host programs attached via 
the primary host link. For more information regarding the AEA, please see the 
“Asynchronous Emulation Adapter (AEA)” on page 157. Please note that the 
installation of more than one communication adapter on the same 3174 could 
affect performance and end-user response times. Care should be taken when 
planning for storage requirements before installation of extra features and the 
customization of the 3174. If sufficient storage is not installed in the 3174, some 
support for the functions you planned will be deconfigured (function will not 
operate or will operate at a lower level) once the controller has been 
customized and IMLed. 
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10.2.4 Single Link Multi-Host Gateway 


3174-11L 37XX 
| #3044) CCA 
‘Token-Ring 


3174-13R 


3270 
DSPU oa 


Figure 88. Single Link Multi-Host Gateway 


With Configuration Support-B Release 3 connectivity options have been further 
enhanced by allowing a DSPU to access the CCAs installed on a 3174 gateway. 


A terminal on the DSPU can access Host A through the gateway and up to the - 
“primary” link, while having a second session to Host B through the CCA on 


the gateway controller using the MLT function. 


Note 





The maximum number of DSPUs that can access a SNA host through each 


Concurrent Communication Adapter is 50. 


See the chapter “Connectivity and Customization Examples” on page 253, for 
detail of the 3174 customization panels, and NCP examples. 
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10.2.5 Single Link Multi-Host with ESCON 
As discussed in the section “Single Link Multi-Host” on page 211, ‘by using the 
ESCON director it is possible to have one 3174 connected to eight hosts. 


ESCON 
DIRECTOR 





Figure 89. Single Link Multi-Host and ESCON 


This example shows that each host has a connection to the one physical 
controller; its host connections are maintained by allocating a “virtual control 
unit” to support each host. By using the MLT sessions available any terminal 
can access up to five hosts. 


¢ 
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10.2.6 Single Link Multi-Host Gateway with ESCON 


Below is an example using multiple host support through the gateway. 


HOST HOST 
A B 


link link 


addrl addr2 
ESCON : 
DIRECTOR 


3174 Gateway 


VGATE | | VGATE 
#1 #2 


3174-13R 





DSPU | DSPU 
#1 #2 


Figure 90. Single Link Multi-Host Gateway with ESCON 





In this scenario the DSPU has two host sessions, both going through the same 
physical gateway, but maintained by two logical gateways. In this setup Host B 
uses gateway #2 to talk to DSPU #2, and is totally independent of Host A, The 
ESCON director is doing the routing in this example. This scenario is discussed 
in detail in “Multi-Host Gateway” on page 212, and the customization examples 
are in “Connectivity and Customization Examples” on page 253. 
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10.2.7. X.25 Single Link Multi-Host a 
The following diagram illustrates a possible use for the 3174 Controller SLMH 
SUpROn in an X.25 network. 


You can define up to eight X.25 hosts over the 3174 primary communications 
adapter and up to four on each of the two possible CCAs. This makes a 
theoretical maximum of 16 X.25 hosts for each 3174. 





KKREKKKK 





REKEKKKERSE RKKER 
KkKKK X.25 RKEKKKKKE 
Kk* PSDN k* 
** KREKKE KEK 
RKEEKKEKSE *k*k* KEKKKER 
KEKKKKKKK 








Figure 91. X.25 Single Link Multi-Host 
For more information on X.25 SLMH refer to “3174 and X.25 Support” on 


page 133, and for customization detail see “Connectivity and Customization 
Exampies” on page 253. 
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10.2.8 Multiple Connectivity 


Below is an example using multiple CCAs that could, in practice connect to 
different customer networks. You have the “primary” connection into the 37XX 
and Host A. The user can then jump into the 9370 session on the first CCA, and 
then jump again into the X.25 network via the second CCA. Host A has no 
network definitions for either of the CCAs in this example. | 


A; 9370 


KEKKRKKKKKSK 
KKKKK KKKKK 
kkk X.25 KKK 
** KK 
RKKX KkKKKK 


BRKEKEKKKKKKE 





Figure 92. Multiple Connection Example 
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10.3 Customizing for Multiple Host 


All the design scenarios shown here use the “Multi Host” function of the 3174 
which has to be selected at the start of the 3174 customization. 


From the main selection menu, this panel is the 
eKacregs saan MORE) PRESEN a ALAR first presented when customization has been 
| selected. 


« Q.099 This question allows you to put 

998 - “useful” reference information about the 

S88 = POR MI SEM AND EGA device, which can be viewed from a NetView 
109 ~ 13R  CSCF screen. 


aa e Q.100 Here you code the model of 3174 being 
configured. We are customizing a 3174-13R, 


i aiid - = 


a downstream token-ring device. 


e Q.101 This is where you set the 
customization sequence for multi-host 
support. By coding a M to this question you 
are presented with the next panel. 


This is the Multi-Host Definition panel. 
BKBCPQ99 Multi-Host Definition 3174/RAPP48 


e For host ID 1A we code the physical link, in 


Select a Host ID and press ENTER : ; : 
this example we specify a host attach of 7 to 


Adapter Host Hardware Include Host Descriptor 


Type Attach Group in IML define this link for Token-Ring 
: “4 Beng ae * Host ID 2A is a CCA link; as such, we have 
- — ae to specify its physical link in the host attach 


GATEWAY_LINK_4 column, in our case a V.24 SDLC line. 


e Host ID 1B and 1C are SLMH (logical) 
sessions, so they default to to the physical 
attributes of host 7A. 


tot t bE ob bb me met me 





The Host Descriptor field is where you code a description of each host session. 
As you customize each host in turn by selecting the host ID in the command 
line, the descriptor field of the relevant host selected is displayed in all the 
panels, so you know what host you are defining. 


Once a host has been selected, the customization process and panels are the 
same as if just coding a “standard” single link 3174. 
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11. Connectivity and Customization Examples 


The following examples are configurations that were set up in the International 
Technical Support Center. 


For a detailed account of a specific function you should consult the relevant 
chapter in this book, plus the /BM 3174 Estabiishment Controller Planning 
Guide. 


9370 


KKKKK KEKE 


KkKKRKKKKEKK 


KEK X.25 KEKE 
** kKk* 
KKEKK kkKkKK* 


RKEKKKKKKEKE 





The format of all the examples is: 
e A diagram of the scenario plus a brief description 
e 3174 customization panels 
¢ NCP and VTAM definitions. 


All the 3174 panels used here were extracted from the 3174 to a NetView 
console using the CSCF function. . 
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11.1 Remote 3174 


SDLC line 


\ 


3174-11R 





Figure 93. Remote 3174: 


This is an example of a remote 3174 connected over an SDLC line (line #08), 
attached to a 3725 running NCP V4.3.1. 


3 This is the first panel required, it includes: 
BKBCP999 Model / Attach: 3174/Pi3608A , 


° Q.099 user information 


« Q.100 state model of 3174 (remote V.24) 
cae ¢ Q.101 Host connection type (2=SDLC) 


999 - 11R REMOTE 3174 


106 - 11R 


101-2 
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This is where you define the SDLC line to the 


BKBCP999 3174/P13068A | host. 


104 ~ C1 185 - 68 1¢8 - 23N6503 «118 - 1 116-1 ¢ Q.104 PU polling address Ff 


121 - 91 123 - 1 125 - 60100100 126 ~- 99000008 127-5 3 


e Q.116 Port assignment, see “Planning for 


132-9688 136-1111 137-0668 138-8 Port Assignment” on page 44. 
141 - A 150 - @ 165 ~ 1 166 - A 


173 ~ 10160161 175 - 179-6698 
213°>-1 215 — 80000 226 - 6 
316 ~ 6 313 - 1 317 - @ 


365 - 0 376 - 1 


Here we define (on the host definitions still) that 
BROCHa 7S eT ROPE ASST SUMENY ect ca AUPAIELSOR EA we are allocating two sessions to each terminal 
Host addresses Host addresses on ports 26-00 th rough 26-07. 2 


Is 1 2 3 4 
2003 O11 
2005 613 
2007 615 
2009 017 


ooo oeoegcdae® oe @& 


oD ® 





Here we are defining what sessions the coax 
BKBCP999 Logical Terminal Assignment 3174/P13068A attached devices will have. All the above 
801=2 ; 
terminals have two sessions 1A1 and 1A2, 1A1 
will be the first active session when the terminal 
26-90 1Al 26-@1 LAL 1A2____ 


" 26-02 _ -_ 26-63 1Al 1A2___ a is powered on. 


26-04 2 Amt 26-05 1AL 1A2_—— 
26-06 Bare 26-07 LAL 1A2_— 
26-08 26-09 
26-18 26-11 
26-12 26-13 
26-14 26-15 
26-16 26-17 
26-18 26-19 
26-20 26-21 
26-22 26-23 
26-28 26-25 
26-26 26-27 


9690 


cucu 26-29 


Port LTL LT2 LT3 LT4 LTS Port LT1 tT2 LT3 LT4 LTS 
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NCP source example for line 08 


KKREKKKKKEKREKEKKERKKEKREKEEKREKREKREREKKKRKREKKKEKRKEKEKRKEKEKRERKEKRERKEKRKKKKKKKKRKRKKKKKRESK 


* 113008 IS THE SUBAREA-LINE (1) 
L13008 LINE ADDRESS=(08,HALF) ,ANS=CONTINUE, CLOCKNG=EXT , DUPLEX= (HALF) , * 


ETRATI0=30, ISTATUS=ACTIVE, LPDATS=LPDA2 ,MAXPU=10, * 
NPACOLL=YES, PAUSE=.5, SERVLIM=10, SPEED=9600, * 
SRT=(,64) 
KHAKKKEKK KEKE KEK EKER KKK KKK KERR KR KRKERKEKKEKKKEKK KEK KEKKEKEKKRKKRKKKEKRKKKEKKKKKKKEKE 
* SERVICE MACRO SPECIFICATION FOR SDLC (LINE 008) * 


KKEKKKKEKEKEKEKRKEKEKREKREKERKEKERERKEEKKKKEKRKEKKEEREKEKREKREKREKAEKKEKKKKKKKKKRKKKKREKE 


SERVICE MAXLIST=10, ORDER=(P13008A, RADPOSB, P13008C, P13008D,P130* 

O8E ,P13008F) | 

KREKKKKRKKEEEEEKKEKKEKEREKEKRREERKKEKRKEKKKEREREKEKEKKKRKEKREKEKEKKKKKKK KKK KKK 

P13008A PU ADDR=C1, FY DISCNT=(NO) ,MAXDATA=521, 
ISTATUS=ACTIVE,MAXOUT=7, 
PAC ING=0, PASSLIM=8 , PUDR=YES,, PUTYPE=2, RETRIES=(,4,5), 
SSCPFM=USSSCS , USS TAB=US327X, VPACING=0 

T13008A1 LU LOCADDR=2 fq 

T13008A2 LU LOCADDR=3 

T13008A3 LU LOCADDR=4 

T13008A4 LU LOCADDR=5 

T13008A5 LU LOCADDR=6 

T13008A6 LU LOCADDR=7 

T13008A7 LU LOCADDR=8 

T13008A8 LU LOCADDR=9 

T13008A9 LU LOCADDR=10 

T13008AA LU LOCADDR=11 

T13008AB LU LOCADDR=12 

T13008AC LU LOCADDR=13 

T13008AD LU LOCADDR=14 

T13008AE LU LOCADDR=15 

T13008AF LU LOCADDR=16 

T13008B@ LU LOCADDR=17 


KBKKEKKKKEKRKEKEKREKRKEEKEKRERERKEEKEREKRERKEEKRERRERKEEKREERREKRKERERREEKREKREKEEKKEKKKKEKKEKE 


Notes: 
Question 104 should match the value of the PU ADDR. 


Fi The addresses defined in the 3174 panel should match the LU 
statements and the LOCADDR value specified. 
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41.2 Local 3174 with Concurrent Communication Adapter 


HOST A HOST B 
Local Remote 
Channel TP 
Attached Link 
3174-11L CCA 
DFT CUT 


Figure 94. Concurrent Communication Adapter in the 3174 


This example is a channel attached 3174 which has a Concurrent 
Communication Adapter installed. The CCA is attached to a SDLC line which 
goes back to host B; this could in fact be the same host and the same sessions, 
with the CCA being used as an alternate route to the channel. 


This is the first panel where we set the host 

BRAG OOS ease a MOTE) AC RGCD eee ee. STSARAP PAS connectivity. In this example we have the CCA 
active, so we have to code Question 101 for 
multi-host support by coding an M. 


698 - 


099 — 11L LOCAL 3174 WITH CCA 


166 - 11L 


101 -M 
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BKBCP999 Multi-Hest Cefinition 3174/ RAPP SQ | 


Select a Host ID and press ENTER 


Host Adapter Host Hardware Include Host Descriptor 
1D Type Attach Group in IML 
1A 5 LOCAL_HOST_LINK 
2A 1 2 51 1 CCA_HOST_LINK 


3A 


ob ' £ F F Fo t F | 


Pe aT eed 


BKBCP999 Local (SNA) 3174/RAPP4G 
1A = LOCAL HOST LINK 


104 - 40 105 - 68 108 ~ 23N6233 116-1 a aes Caras 


121 - Ol 123 - 6 125 - 00000000 126 - 00000000 127 - 0 0 
132-0006 1386-11211 137-0000 136 - 0 

141 - A 150 - 6 165 - 6 166 - A 

173 - 00000000 175 ~ 179-609 

ra Boe | 215 ~ 00006 228 - @ 


222 - 1 223 - 10 224 - 3 


BKBCP999 117: Port Assignment 3174/RAPP40 
1A = LOCAL HOST LINK 
Host addresses Host addresses 
Port IS 1 2 3 4 § Port IS 1 2 3 4 #§ 
26-00 2 002 G10 26-01 2 003 811 
26-02 2004 612 26-03: 2005 013 
26-04 2 006 014 AAs snot 26-05 2007 015 
26-06 2 008 016 26-87 2 009 017 
26-08 6 26-09 
" 26-18 0 26-11 
26-12 0 26-13 
26-14 6 26-15 
26-16 0 26-17 
26-18 @ 26-19 
26-26 @ 26-21 
26-22 © 26-23 
26-24 0 26-25 
26-26 6 26-27 
26~28 6 26-29 
26-30 0 26-31 


ooDoeoewdd=DOQ@Q @ QoQ ®@ & 
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see the discussion in “Multi-Host Connectivity” 
on page 239 for a complete description of the 
multi-host customization panel. Here we are just 
defining our channel as an SNA link, and a CCA 
as a secondary SDLC link. 


After selecting 7A on the command line you are 
presented with the standard host panel for 
channel definitions. This would be customized 
referencing the VBUILD statement in VTAMLIST. 


¢ Q.104 fq 


Note: You know what host you are defining by 
the information line at the top of the panel. This 
is taken from the descriptor field that you 
customized in the previous panel. 


Define how many sessions are available on the 
primary link; again, this will be specified in the 
VBUILD statement. J 


Again, you Know what host these definitions are 
for by the ID field at the top of the panel. 


See “Planning for Port Assignment” on page 44 
for details on this panel. 


Local 3174 VTAM Definitions 


HSNAO40 
RAPP40 


* 


RAPT400 
RAPT401 
RAPT402 
RAPT 463 
RAPT 404 
RAPT405 
RAPT 406 
RAPT 407 
RAPT408 
RAPT 409 


VBUILD TYPE=LOCAL 

PU CUADDR=E40 BW , ISTATUS=ACTIVE, PUTYPE=2 ,MAXBFRU=10, * 
MODETAB=AMODETAB , DLOGMOD=M2SDLCQ, USSTAB=US327X, * 
VPACING=0 | 


LU LOCADDR=2 fq 
LU LOCADDR=3 
LU LOCADDR=4 
Lu LOCADDR=5 
LU LOCADDR=6 
LU LOCADDR=7 
LU LOCADDR=8 
LU LOCADDR=9 
LU LOCADDR=10 
LU LOCADDR=11 


RAPT4010 LU LOCADDR=12 
RAPT4011 LU LOCADDR=13 
RAPT4612 LU LOCADDR=14 
RAPT4013 LU LOCADDR=15 
RAPT4014 LU LOCADDR=16 


RAPT4015 LU LOCADDR=17 
* 


Notes: 


Question 104 should match the CUADDR value in the VBUILD 
statement as shown above. 


2 | The port definitions defined on the 3174 port assignment panel 
should match the LOCADDR values as defined in the VBUILD for all the 
LUs. 


E} All the definitions so far have been for the primary link; we selected 
this by typing 7A on the multi-host panel. On the following pages we 
discuss the CCA definitions. 
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BKBCP999 SOLC 3174/RAPP48 
2A = CCA HOST LINK 


165 - 06 116 = 1. 


125. S2G0S8erg 127-686 
139 ~ 08 
165 - 1 
179- 886 
215 — 90600 220 - @ 
a3: 41 37-98 


370 - 1 


BKBCP999 117: Port Assignment 3174/RAPP49 
2A = CCA HOST LINK 
Host addresses Host addresses 
Port IS 1 2 3 4 #5 Port IS 1 2 3 4 § 
26-06 2 902 010 peor 26-01 2 603 911 
26-02 2 004 012 26-03 2605 013. 
26-04 2 006 014 26-05 2 607 015 
26-06 2 008 0616 26-07 2 009 O17 
26-08 0 26-99 9 
26-10 © 26-11 6 
26-12 @ 26-13 8 
26-14 8 26-15 6 
26-16 0 26-17 @ 
26-18 8. 26-19 8 
26-20 8 26-21 8 
26-22 6 26-23 8 
26-24 0 26-25 @ 
26-26 9 26-27 & 
26-28 9 26-29 0 
26-39 @ 


ee tenn sete 


BKBCP999 Logical Terminal Assignment __ 3174/RAPPdQ 
B01=2 


Port LT1 LT2 L173 LT4 LTS Port LT1 LT2 LT3 LT4 LTS 


26-06 1Al 1A2 2A1 2A2 26-81 1Al 1A2 2A1 2A2 
26-02 1Al 1A2 2A1 26-03 1Al 1A2 2A1 2A2 
26-04 1Al 1A2 2A 26-85 1Al 1A2 2Al 2A2 
26-06 1Al 1A2 2Al 26-07 1Al 1A2 2Al 2A2 
26-08 
26-16 
26-12 
26-14 
26-16 
26-18 
26-20 
26-22 
26-24 
26-26 
26-28 
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Here we define the secondary host link; in our 
case this is a SDLC defined V.24 link. J 


» 9.104 


Note: The host descriptor ID is now showing 
“2A = CCA HOST LINK” on the information line. 


This panel defines how many host sessions are 
allocated on the secondary CCA link. 


We are defining 16 host sessions here but we 
are assigning those sessions to only eight 
coaxial ports in this example, 26-00 through 
26-07. 


See “Planning for Port Assignment” on page 44 
for detail on this panel. 


Here we allocate at the Port level, what sessions 
each terminal will have. 


In our example, all the sessions are defined the 
same, each terminal when powered on will come 
up with session 7A7 on the screen. By using the 
change screen key they will then have session 
1A2 (still on the channel link), then sessions 2A7, 
and 2A2 on the CCA link. 


NCP Source Example for the SDLC Line on the CCA 


RRKKEKEKKEKEKEKREKREKEKEEKREKKEKEKREKEREEREKKREKREKRKEEKRKEREKEKEKEKEREREKREKREKRKKKKKEKKEKKEKK 


* L1300A IS THE SUBAREA-LINE (1) 

L1300A LINE ADDRESS=(0A,HALF) ,ANS=CONTINUE, CLOCKNG=EXT , DUPLEX=(HALF) , 
ETRAT I0=30, ISTATUS=ACTIVE, LPDATS=LPDA2 ,MAXPU=10, 
NPACOLL=YES, PAUSE=.5, SERVLIM=10, SPEED=9600, 


SRT=(,64) 
KEKKKRKKKREKKKEKKKEKKKEKRREREKREKEKREKKEKEKEKREKKKEKRKREKREKRKEEKRKEEKEKEEKKKEKKEKKKRKR KKK 
* SERVICE MACRO SPECIFICATION FOR SDLC (LINE 00A) * 


KREKKEKEKKEKKKKKKKEKKKREREKEKREKEKKKERKEEREKREKEKKEEKEKRKEKKEKREREKKEEEEERKEKEREKEKKRKREKRSE 


SERVICE MAXLIST=10, ORDER=(P1300AA, RADPOAB, P1300AC,P1300AD,P130* 

OAE, P1300AF) 

HKREKKEKKKEKKE KEKE KER KKE KKK KE KKREK KKK KERR KEKE KKK KERKRERKKERRKEEKEKEEKEREKREREKEKRAEKRE 

P13008A PU ADDR=C1, [EJ DISCNT=(NO) ,MAXDATA=521, 
ISTATUS=ACTIVE,MAXOUT=7, 
PAC ING=0 , PASSLIM=8 , PUDR=YES, PUTYPE=2, RETRIES=(,4,5), 
SSCPFM=USSSCS , USSTAB=US327X, VPACING=0 

T13008A1 LU LOCADDR=2 [¥ 

T13Q0AA2 LU LOCADDR=3 

T1300AA3 LU LOCADDR=4 

T1300AA4 LU LOCADDR=5 

T1300AA5 LU LOCADDR=6 

T13Q0AA6 LU LOCADDR=7 

T1300AA7 LU LOCADDR=8 

T13Q0AA8 LU LOCADDR=9 

T1300AA9 LU LOCADDR=10 

T1300AAA LU LOCADDR=11 

T1300AAB LU LOCADDR=12 

T13Q0AAC LU LOCADDR=13 

T13Q00AAD LU LOCADDR=14 

T1300AAE LU LOCADDR=15 

T1300AAF LU LOCADDR=16 

T130@ABO LU LOCADDR=17 


KKEEKKKKEKEKEKREEKREREKREKKEEKERKEKRKEKERERERKEREREEEEREKREREREREREREREEEKREKREREKREE 


Notes: 


EJ This is the CCA secondary link definition; this panel was selected by 
typing 2A on the command line on the “multi-host” definition panel. 


5 | As in the channel definitions on the previous page Question 104 is 
the host polling address; on the CCA this is the ADDR value from the 
PU definition. 


[J As before, you customize the 3174 “Port Assignment” panel with the 
same number of devices as specified in the LU statement of the NCP for 
this line. 
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11.3 Single Link Multi-Host 


11.3.1 Token-Ring SLMH 


3174 local 3174 remote 
Gateway Gateway 


Token— Ring 


3174 — X3R Terminal 


Figure 95. Single Link Multi-Host Connectivity 





In this example we have a DSPU (3174-13R) that’s set up to have two host 
sessions over the Token-Ring. The terminal on the DSPU has one session over 
the /ocal gateway and another over the remote gateway. 


For complete details on how to customize a gateway you should refer to “3174 
Gateways’ on page 60. 


This DSPU will have connections for two hosts; 
CSI aaa MOURA RCN aaa, SSUIAL RAE) we code M to give us the multi-host panel. 


098 - 


099 ~ DSPU WITH SLMH 


108 - 63R 


161 -M 
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Here we code the multi-host definitions; unlike 
BXBCP999 Multi-Host Cefinition 3174/RAPPAI the CCA example where we used 2A, and 3A, we 
Select a Host ID and press ENTER are now coding for SLMH and are using the 


Host Adapter Host Hardware Include Host Descriptor same physical link, SO WE add the second host 
1D Type’ —s Attach Group in IML as 1B 


1A . LOCAL_GATEWAY_LINK__ 
2A 
3A 
18 


REMOTE _GATEWAY_LINK_ 


mt | 


PLE kel 
Ta i A os 


This panel is displayed after we select 7A on the - 

BKaCPEg9 sear arr ete NOCHOT Ee ceee, § SSL AYRARE AI command line of the previous panel. Here we 
set the first or primary link definitions. We are 

now specifying Token-Ring Adapters instead of 

aio polling addresses, as the SNA conversion has 

ve mie abit cere neta tee already been done in the gateway. See “3174 

132 136-1111 137-0000 138 - Gateways’ on page 60 for details on coding the 

4. - A 165 - 8 166 - A 168 - gateway. 


173 - 00000000 175 - 179 - 060 
¢ Q.106 fq 


213-1 215 - 60600 220 - 1 


383 - 2 384 - 2 . Q.107 


106 - 4000 3174 9999 04 107 - 4008 0000 3174 04 108 - 23V2645 


110 - 1 116 - 2 


Here we are configuring one host session for 


BKBCP999 Seance at NS NOR Assignment eect ce;  SUPSZRAPRSI each of the 16 ports; this matches the value in 
1A = LOCAL GATEWAY 


Host addresses Host addresses the VBUILD. 
Port Port IS 1 2 3 4 
26-06 __ 26-61 1 003 
26-02 pas 26-03 1 605 
26-04 26-05 1 007 
26-06 ewe 26-07 
26-08 __ 26-09 
26-10 = -11 
26-12 oe “13 
26-14 __ “15 
26-16 “17 
26-18 -19 
26-20 -2) 
26-22 -23 
26-24 ~25 
26-26 -27 
26-28 -29 
-31 
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Local Gateway Panels 


BXBCF999 Local (SNA) 3174/RAPP40 BKBCP999 


948: Ring Address Assignment 


3174/RAPP 48 


168 - 23N6233. «110 - @ 5 Ring Address SAP 5 

49 4900 0000 3174 «= 4 

41 4000 3174 9999 94 42 
83 XXXX XXXX XXXX 4 44 


45 XXXX XXXX XXXX 04 46 


Ring Address SAP 
125 - 80690000 126 - 09000006 127 - XXXX_ XXXK XXAX 04 
XXXX XXXX XXXX 04 
XXXX XXXX XXXX 04 


-6@6868 138 - 8 


141 - 150 - - 6 166 - A 


73 - 09000000 175 - 





- 1 215 - 


22-1 223 - 





Here we see the correlation between the SNA 
address E47 and the Token-Ring Adapter. PU 
RAPP41 has a token-ring address 

In this panel from the gateway 3174 we see that “400031749999”. 
Questions 104-105 specify the range of 
addresses through the gateway. These 
addresses are the same range as specified in 


the VBUILD statement. 


The gateway E40 has a token-ring address of 
“40000003174”. Fy 


Local 3174 Definitions from VTAM 


* * 

HSNAO40 VBUILD TYPE=LOCAL 

RAPP40 = PU CUADDR=E40 2 | , ISTATUS=ACTIVE, PUTYPE=2 ,MAXBFRU=10, 
MODETAB=AMODETAB , DLOGMOD=M2SDLCQ, USSTAB=US327X, 
VPACING=0 

* 

RAPT400 LU LOCADDR=2 

RAPT401 LU LOCADDR=3 


RAPT40E LU 


RAPP41 = -PU 


* 


RAPT410 LU 
RAPT411 LU 


RAPT41E LU 


—— ae ow ow ow oe em te we wm ew oe om am on ow we ae om an Sm Ge a ae Gn ate Be Gm GY GD GH a OP Gt Gi GED ED GE) OD ee ED OY OD GD GD GE GD GD OM a HH aD ee eRe ee 


LOCADDR=17 

CUADDR=E41 BW , ISTATUS=ACTIVE, PUTYPE=2,MAXBFRU=10, 
MODETAB=AMODETAB , DLOGMOD=M2SDLCQ, USSTAB=US327X, 
VPACING=0, SECNET=YES 


LOCADDR=2 
LOCADDR=3 


LOCADDR=17 


FI Q.106 is the token-ring address of the DSPU whose real SNA 
address is CUADDR=E41. 


2 | Q.107 is the token-ring address of the upstream gateway. 
LU definitions for the DSPU. 
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Here we define our connection to “Host 2,” the 


BKBCP999 _ Token-Ring Network B17 /RAPP AI remote gateway. As with the local gateway 
1B = REMOTE GATEWAY 


definitions we code the token-ring address of the 


BOE iten Guaceae ae ee oe eee aen re DSPU and the token-ring address of the remote 


Mee te gateway. 

5 - QQ*****g 127 - 68 

. - 9.106 J 
¢ Q.107 


179 - 666 
220 - 6 


382 - 2057 


We configure one host session for each of the 16 
BKBCP999 117: Port Assignment 3174/RAPP4) . 
18 = REMOTE GATEWAY anes ports, on the remote host. This value equals the 
saga ae Peace LU definitions in the NCP for PU RADPOS8B. {J 


903 
005 
007 
a 





Using the LTA panel we now assign two host 
BKACP999 Logical Terminal Assignment 3174/RAPP4) 7 
— Rae sessions to each coax port. 


¢ 7A? for Host 1. 
26-06 1Al 26-01 1Al 181 


26-02 1Al 26-03 1Al 181 e 1B7 for Host 2. 
26-64 1Al 181 _ 26-05 IAL 181s 


26-06 1Al 181 __ 26-07 1Al 181 __ 
26-68 1Al 26-09 1Al 181 __ 
26-16 as, 26-11 1Al 

26-12 26-13 1Al 

26-14 26-15 1Al 

26-16 

26-18 

26-26 

26-22 

26-24 

26-26 

26-28 


Port LT1 LT2 LT3 LT4 LTS Port LT LT2 LT3 LT4 LTS 
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Remote Gateway Panels 


BXBCP999 Taken-Ring Gateway 3174/P13968A BKBCP999 940: Ring Address Assignment 3174/P13008A 


900 - 4000 1111 3174 64 965 - 908 - IBMLAN $ Ring Address SAP $ Ring Address SAP T 
C1 40068 111i 3174 04. 

C2 4600 3174 9999 04 C3 XXXX XXXX XXX 64 8 
C4 XXXX_ XXXX XXXX 64 5 XXXX XXXX XXXX 04 8 


C6 XXXX XXXX XXXX 04 


911 - 2 





Question 900 on the remote 3174 gateway Here we code the token-ring addresses for our 
definitions is where we define the token-ring DSPU, the PU RADPO8B, (C2) has an address of 
address of its gateway. EJ ‘400031749999’. EJ 


NCP Source Example 


KKEKAKKKEREKEKKEKKEEEREKEKRKEKKREREKRREKERREREREKREREEKREREKRKRRKEEKEEKRKEKEKEKRKEKKEKRKRKEER 


* 


L13008 LINE ADDRESS=(08,FULL) ,ANS=CONTINUE ,CLOCKNG=EXT ,DUPLEX=(FULL) ,* 
ETRATI0=30, ISTATUS=ACTIVE,LPDATS=LPDA2 ,MAXPU=10, NPACOLL=* 
YES ,PAUSE=.5, SERVLIM=10, SPEED=9600, SRT=(,64) 

KEKKEKKEKKREKEKERERERERKEKERERERERKRERREREEKEKEEREKEREKERAEEKEEERERKERKRKKRKRKEEE 

P13008A PU ADDR=C1 |] ,DISCNT=(NO) ,MAXDATA=521,MAXOUT=7 , PACING=0, * 
PASSLIM=8 , PUDR=YES , PUTYPE=2, RETRIES=(,4,5) , SSCPFM=USSSCS, * 
USSTAB=US327X, VPACING=0, GP3174=AE 

T13008A0 LU LOCADDR=2 

T13008A1 LU LOCADDR=3 


T13008AE LU LOCADDR=17 


KEKEKEKKEKERKEKEREREEKEREEEKREKEREREREKEEREREREEREREREREKRERKEKEEKKEKKEKKKKKEKEKE 


RADPO8B- PU ADDR=C2 Ey , DISCNT=(NO) ,MAXDATA=265 , MAXOUT=7 , PACING=0, * 
PASSLIM=8 , PUDR=YES , PUTYPE=2, RETRIES=(,4,5) , SSCPFM=USSSCS, * 
USSTAB=US327X, VPAC ING=0, GP3174=AE 

RADTO8BO LU LOCADDR=2 

RADTO8B1 LU LOCADDR=3 


RADTO8BE LU LOCADDR=17 


REKKEKEKKEKREKKKERERERKKKEKEKEKEEEREKREEEKKREREEEREREREEREREREREREREREREREREKEKRSE 


Notes: 


EI Q.106 is the token-ring address of the DSPU who’s real SNA 
address is ADDR=C2. 


5 | Q.107 is the token-ring address of the upstream gateway. 
fl LU definitions for the DSPU. 
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11.3.2 Token-Ring SLMH with CCA 


3174 local 3174 remote 
Gateway Gateway 


Token-Ring | 





Figure 96. One CCA in a DSPU 3174 Linked to a Token-Ring with SLMH 


This example is exactly the same as Figure 95 on page 265 but with the 
addition of a Concurrent Communication Adapter in the DSPU for a third host 
connection. This CCA link is a SDLC, V.24 line to an NCP, and as such is totally 
independent of the primary 3174 host connection. _ 


The customization examples shown in “Single Link Multi-Host” on page 265 are 
exactly the same for the SLMH definitions here. The addition of the Concurrent 
Communication Adapter will require a change in the “Multi-Host Definitions” 
panei to add the third host. 


2/Q = 3174 Installation Guide 


After specifying M to Question 101, we are 
BXBCP999 Multi-Host Definition 3174/RAPPA1 presented with this panel. Here we code the 
Select a Host ID and press ENTER SLMH definitions (7A, 1B) and the CCA host (2A). 


Host Adapter Host Hardware Include Host Descriptor 
ID Type Attach Group in IML 


1A LOCAL_GATEWAY_LINK__ 
2A CCA LINK 

3A 
18 


REMOTE_GATEWAY_LINK_ 


mo | 


db te Pele tle 
poeett puta 


After selecting 2A on the command line of the 
BkaCPg99 San Wary wit a SONG eae ete ©. SMAARAEPSI “Multi-Host Definition” panel, we now customize 

the link from the CCA to Host 3. These 
definitions and the NCP examples are shown in 
“Local 3174 with Concurrent Communication 
eee Adapter” on page 259. 


105 - 90 16-1. 


125 ~ 00*****@ 127 - 8 6 


215 — 00000 
13s] 


378 - 1 


After defining the CCA host session as in “Local 
eis SSeS” oer haere eeeeeas, “unNer ny 3174 with Concurrent Communication Adapter” 
on page 259 and the SLMH sessions as in 
“Single Link Multi-Host” on page 265 we now 
assign the three host sessions to the 3174 coax 
ports. 


LT3 LT4 LTS LT3 &T4 LTS 


2Al 


Using the LTA panel we now assign two host 
sessions on the SLMH (7A7, 1B7) for each 
logical terminal, and a third host session (2A7) 
for the CCA link. 
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11.3.3 Token-Ring SLMH Gateway 


3174-11L 


#3044 


Token-Ring 


3174-13R 


DSPU 





Figure 97. Single Link Multi-Host Gateway 


In this example the DSPU has two host connections. One over the channel link 
to Host A, and the second over the gateway’s CCA to Host B. 


Both the DSPU and the gateway will have 

BkecPaag = ____ Model / Attach _____ 31 74/RAPP41 multi-host support. The gateway 3174-11L will 
require the CCA to be configured, and the DSPU 
3174-63R will require SLMH support. 

O98 - 


O99 — DEVICE DESCRIPTION 


100 — 11L/63R 


101 -M 
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Definitions for the Gateway 11L 


BKBCPS99 Multi-Host Definition 


Select a Host ID and press ENTER 


Host Adapter Host Hardware Incl ude 
Type Attach Group in IML 


5 
2 


i) 


joe'ott to uot t bod 


TEP r ditt 





BKBCP999 Local (SNA) 
1A = LOCAL HOST LINK 


108°- 23N6233 
125 - 00000006 
137 - 08860 
141 -A 165 - @ 
173 - 00060000 - 179-066 
213 - 1 220 - @ 


222 - 1 - 224 - 3 


BKBCP999 SDLC 
2A = CCA HOST LINK 


105 - C6 


125 - Ogr*neg 


215 - 00606 


313 - 1 


376 - 1 
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On this panel (for the gateway box) we have to 
SPIATRADESE customize for the Concurrent Communication 
Adapter. 

Host Descriptor 

We define host 7A as channel attached, and host 
eee 2A as an SDLC line over the CCA. 

The locally attached terminals are customized in 
the usual way, see “Local 3174 with Concurrent 
Communication Adapter” on page 259 for 
details. 


For the channel host 1, we define the host 
3174/RAPPAG parameters as defined in the VBUILD statement. 


Ne = 1 16-1. * Q.104 Controller address 
eee apeyi re War gen ¢ Q.105 Upper limit address J 
138 - @ 
¢ Q.150 Define this host as a gateway EJ 


166 - A 


For the CCA host 2, we define the host 
BN ALBAREAS parameters as defined in the NCP gen. 


16-1 ¢ Q.104 Controller address EJ 
kine ¢ Q.105 Upper limit address 


139 - 98 


¢ Q.150 Define this host as a gateway too KJ 


Local 3174 Definitions 


HSNAQ4O VBUILD TYPE=LOCAL 

RAPP4Q PU —s CUADDR=E40 J, ISTATUS=ACTIVE, PUTYPE=2 ,MAXBFRU=10, 
MODETAB=AMODE TAB , DLOGMOD=M2SDLCQ , USSTAB=US327X, 
VPACING=0 

* 

RAPT400 LU — LOCADDR=2 

RAPT401 LU —- LOCADDR=3 


RAPT40E LU LOCADDR=17 

RAPP41 = PU CUADDR=E41 2 | » ISTATUS=ACTIVE , PUTYPE=2 ,MAXBFRU=10, 
MODETAB=AMODE TAB , DLOGMOD=M2SDLCQ, USS TAB=US327X, 
VPACING=0, SECNET=YES 

. 

RAPT410 LU LOCADDR=2 

RAPT411 LU LOCADDR=3 


RAPT41E LU LOCADDR=17 


NCP definitions 


L13008 LINE ADDRESS=(08, FULL) ,ANS=CONTINUE,CLOCKNG=EXT , DUPLEX=(FULL) ,* 
ETRATIO=30, ISTATUS=ACTIVE, LPDATS=LPDA2 ,MAXPU=10 , NPACOLL=* 
YES , PAUSE=.5, SERVLIM=10, SPEED=9600, SRT=(,64) 


KREAEKKKEKRKEKREREKEKEREKEREKRERREKREKREKRKEKREKREKREKREKREKEKERERKREKEREKRKERERKERERREREKRKEEKKKRKREKRE 


P13008A PU ADDR=C1 4 y DISCNT=(NO) ,MAXDATA=521 ,MAXOUT=7 , PACING=0, * 


PASSLIM=8 , PUDR=YES,, PUTYPE=2, RETRIES=(,4,5) , SSCPFM=USSSCS, * 


USSTAB=US327X, VPACING=0, GP31/74=AE 
T13008A0 LU LOCADDR=2 
T13008A1 LU LOCADDR=3 


T13008AE LU LOCADDR=17 


KKKEKKKEKEKEKREKKKEKKEREKEKREKRREREKEAKREKERREKREEKRERERERERRERREREERERERERKRKRKKREKERE 


RADPQ8B- PU ADDR=C2 Ey » DISCNT=(NO) ,MAXDATA=265 , MAXOUT=7 , PACING=0, * 


PASSLIM=8 , PUDR=YES , PUTYPE=2, RETRIES=(,4,5) , SSCPFM=USSSCS, * 


USSTAB=US327X, VPACING=0, GP3174=AE 
RADTO8BO LU LOCADDR=2 
RADTO8B1 LU LOCADDR=3 


RADTO8BE LU LOCADDR=17 


KEEKKKEKEKEEKRKRKERERKKKREREKREEKEREEKREKRKRKEKRERKREKREREREREKERERKEEREKEREKRKREKK 


Notes: 
& EJ Q.104 is the polling address for each host. 
Fi & Eq Q.106 specifies the address range using the gateway. 


Q.150 must be specified as 1, on both gateway host definitions as 


we want the DSPU to be able to use the CCA. 
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Host 1, Channel Gateway 


BKBCP999 Token-Ring Gateway 
1A = LOCAL HOST LINK 


3174/RAPP48 


900 - 4000 0000 3174 04 905 - 1 988 - IBMLAN 


911-1 


BKBCPS99 949: Ring Address Assignment 
1A = LOCAL HOST LINK 


3174/RAPP49 


S Ring Address SAP T b) Ring Address SAP T 
40 4000 0000 3174 04 

4} 4000 3174 9999 04 1 42 XXXX XXXX XXXX ga 1 
43 XXKX XXX XXXX 04 1 44 XXXX_ XKXX XKXK 04 6 
45 XXXX XXXX XXXX 04 Q 46 XXXX XXXX XXXX 04 @ 


On Host 1’s (channel gateway) definitions we 
code the gateway’s token-ring address in 
Question 900. fj 


On the panel displayed for Question 940 we have 
the first entry filled in for SNA address 40. 

S Ring Address Sap 

40 4000 0000 3174 049 

41 4000 31749999 04] 


SNA addr 47 is where we define the DSPU 
token-ring address. 


Notes: 





Host 2, CCA Gateway 


BKBCP999 Token-Ring Gateway _. 
2A = CCA HOST LINK 


3174/RAPP4G 


906 - 4608 2098 3174 08 985 - 1 908 - IBMLAN 


911-1 912 - 06 


BKBCP999 949: Ring Address Assignment 
2A = CCA HOST LINK 


3174/RAPP46 


Ss Ring Address SAP T S 
C1 4000 9008 3174 08 
C2 4906 3174 9999 04 0 ¢3 XXXX XXXX XXXX 04 9 


Ring Address SAP T 


C4 = XXXX XKXX XXXX dB CS | -XXX¥ XXXK Y¥x¥ aa 
C6 —-XXXX XXXX XXXX  64—@@ 





On Host 2’s (CCA gateway) definitions we again 
code the gateway’s token-ring address in 
Question 900. 


On the panel displayed for Question 940 we have 
the first entry filled in for SNA addr C7. 

S Ring Address’ Sap 

C1 4000 0000 3174 08 

C2 4000 31749999 04 ff 


SNA addr C2 is where we define the DSPU 
token-ring address. 


You should note that the token-ring address is the same for both 
gateway definitions, but the SAP ID is 04 for host 1. 


You should note that the token-ring address is the same for both 
gateway definitions, but the SAP ID is 08 for host 2. 


FY The DSPU defined in both gateway 
address and SAP ID. 
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has the same token-ring 


N 


DSPU Definitions 

Here we are defining the SLMH function. 

8KBCP999 Multi-Host Definition 3174/RAPP4) 

Select a Host ID and press ENTER Host 7A and a “host attach” definition of 7 sets 


Adapter Host Hardware Include. ‘Host. Descriptor the upstream link as a Token-Ring Adapter. 
Type Attach Group in IML 


CHANNEL_GATEMAY_ Host 7B is the session that will use the CCA of 
the gateway, see the next panels. 


1 


CCA_GATEWAY 





Here we are defining host 1A’s session. 
BKBCP999 Token-Ring Network 3174/RAPPAl 


1A = CHANNEL GATEWAY | - Q.106 4000 3174 9999 04 J 
106 - 4000 3174 9999 64 167 - 4008 9666 3174 64 - 23V¥2645 ; Q.107 4000 0000 3174 04 Gi 


110 - 1 116 - 1 


meee paeciieies. Spares perce Here we see the connection between the DSPU’s 
132-0068 136-1111 - 9088 138-8 first host connection to the gateway’s channel 

141 - A 165 - 0 Sch 168 - 8 defined link. 

173 - 18100101 17§ ~ 006 

213. - 1 215 - - 6 


382 - 2057 383 -2 





Here we are defining host 1B’s session. 
BKBCP999 Token-Ring Network 3174/RAPP4] 


1B = CCA GATENAY © Q.106 4000 3174 9999 04 EJ 
106 - 4000 3174 9999 64 107 - 4006 6000 3174 08 < Q.107 4000 0000 3174 08 


116 = 2... 

pee Oa Here we see the connection between the DSPU’s 
second host connection to the gateway’s CCA 
defined link. 


179 - 868 


228 - 8 
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11.3.4 Token-Ring SLMH Gateway with ESCON 





link 
addrl 


ESCON 
DIRECTOR 
3174 Gateway 


VGATE || VGATE 
#1 #2 














Figure 98. Single Link Multi-Host Gateway with ESCON 


Here we are connecting a 3174-12L ESCON model to a ESCON Director and 
connecting to two hosts. The gateway has two logical gateways defined, one to 


each host. 
As with the other SLMH examples we code a M 


BKBCP999 Model / Attach 3174/CSE6O to define the 3174 for multi-host connections. 


You should note that by coding the model as 12L 
you default to the ESCON value of channels for 
the host connection value. 


- ESCON 3174 MULTIPLE GATEWAY 


- 12k 


-™M 
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: On this panel we define the primary host as 5 for 
BKBCP999 Multi-Host Definition 3174/CSE68 SNA Channel attach, in our case this goes to the 
Select a Host ID and press ENTER ESCON Director. Host 78 will default to the 


Host Adapter Host Hardware Incl ude Host Descriptor same. 
10 Type Attach Group im IML 


1A PRIMARY_SNA_CH36 


_ 
a 
_ 


VCU2_18_CH37 


Selecting the Primary Host this panel is 


OKBCFSSS docail (SWAJ displayed: 
1A = PRIMARY SNA CH30 


105 - 6F 108 - 1234567 110 - 1 : e @.104 1 Controller address 
123 - 8 125 - 90000100 126 - e900e00g 127-66 © Q.105 2. Upper Limit address 


- 137 - 06066 138 - 9 


’ ae em ¢ Q.150 Define this host as a gateway 
eooeeeee 175 179 - ¢ Q.240 £] Controller Logical address 
. ¢ Q.241 EJ Maximum RU size. 


Here we are just coding for a sample of four 


BKacragg ea POTN Ass) SMEG See (aa TAL ES ES “local” attached terminals on the primary host. 
1A = PRIMARY SNA CH30 


Host addresses Host addresses 
Port IS 1 2 3 4 Port IS 1 2 3 4 
26-06 1 002 26-01 1003 
26-02 1 904 26-03 1 065 
26-04 0 
26-06 6 
26-08 6 
26-10 0 
26-12 8 
26-14 0 
26-16 0 
26-18 9 
26-26 6 
26-22 0 
26-24 6 
26-26 0 
26-28 0 
26-30 0 





¢ Q.900 T/R address of the gateway SAP 04 for 


BKBCP999 Token-Ring Gateway 3174/CSE66 Host A 
1A = PRIMARY SNA CH30 


900 - 4900 9008 0068 04 © 905 - 1 908 - IBMLAN e @.911 Ring speed 





911 - 2 
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Here we see the T/R address ”4000 0000 0000” 
BKBCP999 949: Ring Adaress Assignment 3174/CSE60 for the host A link. with the SAP ID of ”04”. 


1A = PRIMARY SNA CH30 
S Ring Add S Ring Add . : 
ac: eee cua ce oe Here we define the DSPUs token-ring addresses. 


61 4000 0000 0601 62 4000 0006 8002 
63 4000 0000 9603 64 4000 0000 0004 


65 XXKX XXX XXKX 66 XXX XXKX XXXX 


You should note here the extra value that can be 


BKBCP999 _____ 941: Ring Transmission Definition 3174/CSE6O | specified in the F field: a value of 5 indicates an 
1A = PRIMARY SNA CH30 
8K RU size, and can only be specified if O 241 J 
$ Ring Address SAP F S Ring Address SAP 
60 4000 0006 a00e 86. @4 was set to 1. 


61 4000 0000 0000 94 62 4000 0000 0002 04 
63 4000 0000 0003 04 64 4000 0000 0004 Q4 
65 XXKK XXKK KXKX 04 2 66 XXX KXKX XXKK 04 





Local 3174 Definitions for Primary Host 


LSEQO - VBUILD TYPE=LOCAL 

CSE6O PU — CUADDR=E60 FY ,DISCNT=NO, ENCR=OPT, ISTATUS=ACTIVE, 
PACING=0 , PUTYPE=2, SSCPFM=FSS , VPACING=0, 
MODETAB=LMT3270 

SEQ601 LU  LOCADDR=2,ISTATUS=ACTIVE 

SEQ602 LU  LOCADDR=3,ISTATUS=INACTIVE 

SEQ603 LU LOCADDR=4, ISTATUS=INACTIVE 

SEQ604 LU  LOCADDR=5, ISTATUS=INACTIVE 


CSE6F PU —- CUADDR=E6F EJ ,DISCNT=NO, ENCR=OPT , ISTATUS=ACTIVE, 
PACING=0,, PUTYPE=2, SSCPFM=FSS ,, VPACING=0, 
MODETAB=LMT 3270 | 

SEQ6F1 LU  LOCADDR=2,ISTATUS=ACTIVE 

SEQ6F2 LU LOCADDR=3, ISTATUS=INACTIVE 

SEQ6F3 LU LOCADDR=4, ISTATUS=INACTIVE 

SEQ6F4. LU LOCADDR=5, ISTATUS=INACTIVE 


Notes: 
This is the CUADDR value from VTAM. 


2 | Matches the upper range of devices defined through the gateway for 
the primary host. 


E] This value is used by the ESCON director. The value can be in the 
range of ”0-F”; the 15 possible addresses are used to switch between 
the hosts connected to the director. For the Primary Host we are on 
CHIPID 30 and in the CNTLUNIT macro of the 1OCP, CUADD=0 so we 
set Q.240 to “0”. VTAM CUADDR 60 - 6F are set on CHIPID 30 for Host 
A. 


EJ} This sets the RU size. 
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Definition Panels for Host B 


BKACP999 Local (SNA) 3174/CSE68 
18 = YCU2 18 CH37 


105 - 8F 116-1 


2 OOx***G 127 - 09 


215 - 00000 


BKBCP999 Token-Ring Gateway 3174/CSE60 
1B = VCU2 1B CH37 


900 - 4000 0000 0000 08 905 - 1° 908 - IBMLAN 


9l1 - 2 


BKBCP9 940: Ring Address Assignment 3174/CSE60 
1B = VCU2 1B CH37 


Ring Address T Ss Ring Address SAP 
4900 0000 90000 
4999 0000 9001 i] 82 4060 6606 6002 04 
4900 0000 0003 8 84 4000 0006 6604 
XKXX XXXX XXXX ) 86 XXXX XXXX XXXX 


BKBCP999 941: Ring Transmission Definition 3174/CSE68 
1B = YCU2 1B CH37 





S Ring Address SAP Fo OW S Ring Address SAP Foo 
80 4006 0800 0000 08 

81] 4000 0000 6001 64 5 2 82 4006 6006 9992 94 5 2 
83 4900 6000 6003 04 5 2 84 4600 6600 6004 04 5 2 


| 85 KXAK KAKX KKK 04 5 2 86 XXXK AAXK XXXK 04 a. ad | 
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Here we see the panel for Host B when we 
select 7B from the main screen: 


¢ Q.104 ff] We are defining the CU address for 
Host B. 


* Q.105 Fy Again the same upper limit range 
as in Host A. 


e Q.150 Define this host as a gateway. 
¢ Q.240 E] Controller Logical Address . 


Here for Host B we set the same token-ring 
address as host A but with a SAP ID 08. 


Here we define the DSPUs for Host B, these 
definitions are the same as for Host A. 


As in the example for Host A we define the “ring 
transmission definitions,” all the values are the 
same except the gateway SAP ID. 


BKBCP999 Logical Terminal Assignment 3174/CSE66 


BKBCP999 117: Port Ass? gnment 3174/CSE6@ 80122 


18 = VCuU2 18 CH37 
Host addresses Most addresses 
Port IS 1 2 3 4 Port IS 1 2 3 4 5 
26-08 1 002 26-01 1963 
26-02 1 004 26-03 1 905 
26-65 6 
26-06 0 26-07 8 
26-08 0 26-09 @ 
26-10 8 26-11 8 
26-12 9 26-13 @ 
26-15 9 
26-17 9 
26-19 @ 
26-21 @ 
26-23 9 
26-25 Q 
26-27 9 
26-29 8 
26-31 8 


Port LT1 LT2 LT3 LT4 LT5 Port LT1 LT2 LT3 LT4 LTS 


26-00 1Al 181 26-01 1Al 181 


26-02 IAL 1B1 26-03 IAL 1B1 


26-05 
26-06 26-07 
26-68 26-09 
26-18 26-11 
26-12 

26-15 
26-16 26-17 
26-18 
26-20 
26-22 
26-24 
26-26 
26-28 





Again as with Host A, just four local terminal We now define the locally attached terminals to 
definitions. have one session on each host. 


Local 3174 Definitions for Host 1B 


LSEO1 VBUILD TYPE=LOCAL 

CSE80 PU CUADDR=E80 BM , DISCNT=NO, ENCR=OPT, ISTATUS=ACTIVE, 
PACING=0 , PUTYPE=2 , SSCPFM=FSS, VPACING=0, 
MODETAB=LMT 3270 | 

SEO0801 LU LOCADDR=2, ISTATUS=ACTIVE 

SEO0802 =LU LOCADDR=3, ISTATUS=INACTIVE 

SE0803 =LU LOCADDR=4, ISTATUS=INACTIVE 

SE0804 = LU LOCADDR=5, ISTATUS=INACTIVE 


CSE8F PU —sCUADDR=E8F J ,DISCNT=NO,ENCR=OPT, ISTATUS=ACTIVE, 
PACING=0, PUTYPE=2, SSCPFM=FSS , VPACING=0, 
MODETAB=LMT3270 

SEO8F1 LU LOCADDR=2, ISTATUS=ACTIVE 

SEO8F2 LU  LOCADDR=3, ISTATUS=INACTIVE 

SEO8F3 LU  LOCADDR=4, ISTATUS=INACTIVE 

SEO8F4 LU  LOCADDR=5, ISTATUS=INACTIVE 


Notes: 
This is the CUADDR value from VTAM. 


Fi Matches the upper range of devices defined through the gateway for 
host 1B. 


E] This is the CUADD value as set in the IOCP for the controller 
defined for Host 1B we are on CHIPID 37 and CUADD=/7 so Q.240 is set 
to "7". CUADDR 80 - 8F are set on CHIPID 37 for Host B 
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9032 ESCON Director Matrix 


9632 Name: 3174 Development 


9832 Name: 3174 Development 


Addr Address Name HBC FOL23456789ABCODE F 
_.. \Vaaaasaaaaaaaaaa 


-Fl _.. @\aaeaaaaaaaaaaa 
aalaaaaaaaaaaaaa 


Addr Address Name HBC FEO123456789ABCODEF 
-E@ VM_SYSA_CH2001 ~~. &4eaaPaaaaaaaaaaaa 
~~... 8888a8aa8a8e8eaaaaaaa” 

PRINTERO7 _§8_. @aaaaaaaaaaaaaaa 
asaaaaaaaaaaaaaa 
@aaaaaaaaaaaaaaa 

~.. @aae@aaaaaaaaaaaaa 

~~. @a@aaeaaaaaaaaaaa 

~.. @aaaaaaaaaaaaaaa” 

~~. aaaaaaaaaaaaaaaa 

_~.. &4€aaaaaaaaaaaaaaa 

~.. a@aaaaaaaeaaaaaaaaaa 

~~. @aaaaaaaaaaaaaaa 

~..~ @a@a@aaaaaaaaaaaaa 

‘é aaaaaaaaaaaaaaaa 

“EE SNA_60-80(Q240=0-7) > aaaaaaaaaaaaaaaa 


-EF aaaaaaaaaaaaaasaa 


aaalaaaaaaaaaaaa 


—_— — an — 


CHIPIO 30.(0240-82) |. aaaa\aaaaaaaaaaa 


CHIPID_31_(Q240=1) | _ a@aaaal\aaaaaaaadaa 
@aaaeaalyaaaaaaaaa 

ee ee ee ~.- a@a@aaaaalaaaaaaaa 
CHIPIO_37_(Q240=7) | _ aaaaaaaalaaaaaaa 
~~. @aaaaaaaal\aaaaaa 

_.. @aaaaaaaaalaaaaa 

_. a@aaaaaaaaaalaaaa 

~.— S@aaaeaaaaaaalaaa 
aaaaaaaaaaaaa\aa 
aaaaaaaaaaaaaa\a 
aaaaaaaaaaaaaaa\ 





Fl=Help F3=End F6= Process Fl=Help F3=End F6= Process 


Fi=Backward f8=Forward Flo=Left FIL=Ri ght | | F7=Backward F8=Forward FlQ=Left F11=Right 


From the two screens shown above, extracted from the ESCON director control 
console we can see the attachments for our setup. 





¢ On port EE (physical port) into the ESCON director we have a fiber channel 
from our gateway 3174-12L. FJ 


e On port F4 we have a fiber channel from Host A on CHIPID 30. 
e On port F8 we have a fiber channel from Host B on CHIPID 37. 


Notes: 
Define the lower address range. 
Fi Define the upper address range. 


E} This value matches that in Q.240 for each “logical” device (VCUs) 
associated with the one physical device. 


5 | Defines which physical port on the ESCON director the 3174 
definitions are associated with. 
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IOCP Definitions 


CHPID PATH=((30)) ,TYPE=S, SWITCH=00 
CHPID PATH=((37)),TYPE=S, SWITCH=00 


coe ee ce ree ee eee mee eee ae me ene ee met amtem eumen aeee  a  me my  one e e ee a eee a e me me  es 


* CHPID 30 CHANNEL 30 CONTROL UNITS * 
tata katate tat atata ta katate ta tata ta tata t a tate tata tata ta tat at ata tata tatat 
CNTLUNIT CUNUMBR=3000, 3174 SNA ADDRESS=3000 + 
UNIT=3705, + 
PATH=30, + 
LINK=(F1), + 
CUADD=0, + 
UNITADD=((00,1))} 
* * * 
* * * 
* * * 
* * * 
CNTLUNIT CUNUMBR=3003, 3174 SNA ADDRESS=3060-306F+ 
UNIT=3705, + 
PATH=30, + 
LINK=(EE), Ej + 
CUADD=0, EE + 


UNITADD=((60,16)) FU 


eee eee 8 crue me oe” ee ee ee ee lee le 


* CHPID 37 CHANNEL 37 CONTROL UNITS ; 
5 ee ee ek ee ee ee eek ee ee ek eee eee eek eek ek, Seek eee eek eek eek eek eek Peek eee Seek eek eek ek ek Sek eek eee Pek ek eT 
CNTLUNIT CUNUMBR=3700, 3174 SNA ADDRESS=3700 + 
UNIT=3705, + 
PATH=37, + 
LINK=(F1), + 
CUADD=7, + 
UNITADD=((00,1)) 
* * * 
* * * 
* * * 
* * * 
CNTLUNIT CUNUMBR=3703, 3174 SNA ADDRESS=3780-308F+ 
UNIT=3705, + 
PATH=37, + 
LINK=(EE), Ej + 
CUADD=7, EJ + 
UNITADD=((80,16)) Fy fF 
ko KK KK KK KK KK KK KK KK KK KK KK BK KK KK Fe Be KB KK 


ee ee ee ee ee ee eee mm cee eee mee ame ee me te me ee | me me me ee an aa mate 
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BKBCP999 


DSPU Definitions 


Multi-Host Definition 


Select a Host IO and press ENTER 


Host Adapter 
Type 


~~ 
one 
— 


BKBCP999 


Host Hardware Include 
Attach Group in IML 


HOST A_. 


4 


HOST 8 


ot bt dot ' tt 


Token-Ring Network 


1A = HOST A 


106 - 4000 0000 0004 64 167 - 4000 0000 0000 04 - 23V2645 


11@- 1 


121 - 


132 - 


141 -A 


173 - 10100161 


213 - 1 


382 - 


BKBCP999 


16-1 
- 00100108 126 - 99000000 
me oa Bs | 137-0600 
166 - A 


179-669 


Token-Ring Network 
1B = HOST 8 


106 - 4000 0000 6004 04 107 - 4080 0096 0000 068 


116-1 


125 = Ogrs**ng 
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3174/CSE64 


Host Descriptor 


3174/CSE64 


127 - 6 


138 - 6 


168 - 6 





3174/CSE64 


127 - 68 





Here we are defining the SLMH function. 


Host 7A and a “host attach” definition of 7 sets 
the upstream link as a Token-Ring Adapter. 


Host 7B will default to the same. 


Here we are defining host 7A’s session. 
e Q.106 4000 0000 0004 04 
¢ Q.107 4000 0000 0000 04 
Here we see the connection between the DSPU’s 


first host connection to the gateway’s Host A 
defined link. The gateways SAP ID is set to 04. 


Here we are defining host B’s session. 
e Q.106 4000 0000 0004 04 
¢ Q.107 4000 0000 0000 08 


Here we see the connection between the DSPU’s 
second host connection to the gateway’s Host B 
defined link. In this case the SAP ID of the 
gateway is 08. 


11.4 X.25 SLMH 


HOST HOST HOST 
] GN siecle eosiceue ts 8 
KKKKKKK 
kKkkKKKKKKK | kkk 
kkk X.25 KkKKKKKKK 
kkk PSDN ** 
kk KKKKK KKK 
kkkk KKK kkk RKKKKKK 


KEKKKKKKE 








Figure 99. X.25 Single Link Multi-Host 


In the test example we configured the 3174 to have five host sessions, four 
sessions are defined as PVCs, and one as an SVC. In the environment of the 
ITSC we had to code all of the PVCs over one MCH. In a situation like the 
diagram above, you would in fact code one PVC in each NPSI for the individual 
hosts. 


Please refer to “3174 and X.25 Support” on page 133 for more complete detail. 


As we are configuring for SLMH we code a M for 
Question 101. 


BKBCP999 Model / Attach 3174/XP13608A 


~ X25 CONFIG FOR 11R NOVEMBER 5 1996 


- IR 


- 
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BKBCP999 


Multi-Host Definition 


Select a Host ID ard press ENTER 


Host Adapter Host 


Id Type Attach 


BKBCP9S9 


3174/XP13068A 


Hardware Inc] ude Host Descriptor 
Group in IMi 


X.25 


1A = X25 PRIMARY HOST A 


108 - 


123 - 


- A 165 


- 99000000 175 


- 1 215 


- 0 372 


BKBCP999 


23N6503 110 - 6 


Q 


125 - 98000000 
137-0066 
166-A 

179 - 066 


228 - 8 


117: Port Assignment 


1A = X25 PRIMARY HOST A 


Host addresses 


Port 

26-61 
26-93 
26-85 
26-87 
26-89 
26-11 
26-13 
26-15 
26-17 
26-19 
26-21 
26-23 
26-25 
26-27 
26-29 
26-31 
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X25_PRIMARY_HOST A_ 


X25 HOST 8 
X25_HOST_C 
K25_HOST_D 
SWITCHED X25 


3174/XP13008A 


116 - Sl __ 
126 - 99000000 127-08 
138 - 8 


168 - @ 


3174/XP13808A 


Host addresses 





Here we name the X.25 hosts we wish to access 
from this controller. 


As this is a SLMH configuration, we have only 
one physical link, so we define 7A and add 7B, 
1C, 1D and 1E. Make sure to specify Include in 
IML otherwise you will not be able to use the 
hosts you define. 


For host 7A, specify 3 under host attach for X.25; 
the others will default. 


For the primary host A you code the questions to 
match the parameters defined in the NCP gen on 
Host A for this 3174. 


¢ Q:104 controller address fq 


For Host A we are coding 32 sessions, one for 
each physical port of the 3174. 


The address in column 1 relates to the 
LOCADDR in the LU definitions on the NCP. J 


NCP Example for the First PVC 


RRKEKKKREREKREKREKEKREKKRKEKKEKKEKREKKEKKKKKKEKKKKEKRKEKKEKEKKKKEKEKKEKKEEKKKEKKEKEKKEERKKEKSE 


XL13008A X25.LINE LCN=1, J FIRST PVC * 

DSTNODE=BNN, * 

LLC=LLC3, * 

TYPE=P, * 

VCCINDX=1 
RKKEKEKKEKEEKREKEKEKKRKEKREEKKEREKKKKEKRKEKKEREKREKREKEKREKREKEKKEKKEEKEKKKKEKEKEEKKEKKKKRKKKEEK 
XP13008A X25.PU PUTYPE=2, * 

ISTATUS=ACTIVE, 

ADDR=C1, fq * 

MAXDATA=265, 

MAXOUT=7, _ 

SSCPFM=USSSCS, 

MODETAB=AMODETAB, 

USSTAB=US327X | 
KEKEKEREKEKEKEKRKEREREKRKEKEKREREEKKEKREKEKEKEREKKRKEKKEEKEKEKRKEKKRKEEREKEKRAEKKEKEKKRKEKRKEKEE 
T13008A1 X25.LU LOCADDR=2,DLOGMOD=M2SDLCQ 
T13008A2 X25.LU LOCADDR=3,DLOGMOD=M2SDLCQ 


+ 


+ + %+ + 


T1308A32 X25.LU LOCADDR=33, DLOGMOD=M2SDLCQ 2 | 


KEKEEKREKRKKKKERKEREREKEEKREKERERKREREKRKEKERREERRRKEREKERKREKRKREKEEREREREEKREKRKREKRKEKEEKSE 


PU definition ”“XP13008A” for host A. 


Notes: 


Fl Question 104 relates to the polling address specified in the PU 
definitions. 


Fi On the 3174 panel code the number of sessions as there are LU 
definitions. 


FA Question 402 defines the virtual circuit number used for this host. 
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X.25 Panels for Host B 


BKBCPS99 X.25 3174/XP13008A 
18 = X25 HOST B 


125 - garrrexg 


215 - 00966 


372 - 69 


BKBCP999 117: Port Assignment 3174/XP13008A 
1B = X25 HOST B 
Host addresses Host addresses 
§$ 1 2 3 4 
002. 
004 
006 
1] 
010 


I 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 








On this panel we code the required parameters 
for host B. 


¢ Q.104 controller address fq 


This parameter should match that of the NCP for 
this PU. 


As with the primary host we entered $1 for 
Question 116, but we can configure a new port 
assignment for this host if desired. 


We have coded for 32 host sessions, one on 
each physical port. FJ 


The definitions are repeated for hosts 7C and 7D and are not shown here as the 


detail is the same. 
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NCP Example for PVC 2 


KREKEKEKEKRKEKREEKEKKEKEKKEKEEREREKREEKEKREEREREKRERERKREKEKREERERKEKEEEEKEKKKEEKKEEEE 


XL13008B X25.LINE LCN=2, [J SECOND PVC * 

DSTNODE=BNN, | * 

LLC=LLC3, * 

TYPE=P, * 

VCCINDX=1 
KKKKEKEKKKKEKRKEKKKEKRRKKEKKKEKRKEKREREKREEREKEERKEEKARKKREREKKEREEEEKEERKEKKKKKRKKEESE 
XP13008B X25.PU PUTYPE=2, 

ISTATUS=ACTIVE, 

ADDR=C1, fy * 

MAXDATA=265, 

MAXOUT=7, 

SSCPFM=USSSCS , 

MODETAB=AMODETAB, 

USS TAB=US 327X 
KKEKKEKKEKEKKKREKEEKKKEKRKEKEKREKREREKEKREKREKKEREKRERERERERKEKREKEEREREKKRKAKKEKKEKKEKEKKE 
T13008B1 X25.LU LOCADDR=2,DLOGMOD=M2SDLCQ 
T13008B2 X25.LU LOCADDR=3,DLOGMOD=M2SDLCQ 


+ + 


+ + ££ 


T1308B32 X25.LU LOCADDR=33, 2 | DLOGMOD=M2SDLCQ 


KREKKEKKKEKKEKEKREKEKEERERAEKEKREREKREKEEREREKREREEKREREREEKREERERERERRKERKEKKEKKEES 


PU definition ”“XP13008B’” for host B. 


Notes: 


Question 104 relates to the polling address specified in the PU 
definitions. 


Fi On the 3174 panel code the number of sessions as there are LU 
definitions. 


[Question 402 defines the virtual circuit number used for this host. 
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BKBCP999 


1E = SWITCHED X25 


BKBCP999 


Host addresses 
Port IS 1 2 3 4 § 
26-00 1 902 
26-02 1 004 
26-04 1 006 
26-06 1 008 
26-08 1 616 
26-101 O12 0 
26-12 1 014 
26-141 616 
26-16 1 O18 
26-18 1 026 
26-20 1 622 
26-22 1 024 
26-24 1 026 
26-26 1 028 
' 26-281 636 = 
26-30 1 632 





117: Port Assignment 
1E = SWITCHED X25 


X.25 Panels for the Switched Host 
We now code the required parameters for the 
switched host. 


¢ Q.104 controller address [fq 


X.25 3174/XP13008A 


For X.25 this is the secondary station address. 


a Ll. wow kh mntn sasrr nwt - y 
rove ' 
3174/XP1306BA 


AS with ine oine iS We Snic 
Question 116, which means we have 
auto-configured for 32 host sessions, one on 


each physical port. FJ 


Host addresses 
Port IS 1 2 
26-01 1 003 = 
26-03 1 005 
26-05 1 607 
26-07 1 009 
26-09 1 811 
26-11 1 013 
26-13 1 615 
26-15 1 O17 wee 
26-17 1019 
26-19 1 621 
26-21 1023 
26-231 025 
26-25 1 027 
26-27 1 029 
26-29 1 831 


 eeemmentiiiccaauanealiiikensnaaaadiiieesnnenaed 


26-31 1033 


ead 
oneal 
oomene 


NCP Example of the Switched SVC 


X25.VC LCN=(5,10), EJ 
VCCINOX=1, 
NCPGRP=X2508P1, 
OUFINDX=1, 
CALL=OUT, 
TYPE=S 

KRKKEKEKEKEEKK KEE EERE ERERERREEKREREREKREREKREKKEKEKKKEE 

X25.VC LCN=(11, 15), 5 SVC'S 
VCCINDX=1, 
NCPGRP=X2508P2, 
OUFINDX=1, 
CALL=INOUT, 
TYPE=S 

KRARKKKKEKEKKEEREKREREREREREREREREKREKEREKREREKREREREKKEREKKEKEESE 

X25.VC LCN=(16,20), 5 SVC'S 
VCCINDX=1, 

- NCPGRP=X2508P3, 
OUFINDX=1, 
CALL=IN, 
TYPE=S 


KKEKEKKEKRKEKKEKEKREKREREEKREEEKEERERERERERERERERKEREKEREKEKKRKEKRKEE 


6 SVC'S 


NPST INITIATES CALL 


CALLS BOTH WAYS 


REMOTE DTE INITIATES CALL 
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VTAM Definitions for the Switched SVC 


SWX25TES VBUILD MAXGRP=15, REQUIRED NUMBER OF PATH GROUPS* 
MAXNO=15, REQUIRED NUMBER OF DIALNO - 
TYPE=SWNET REQUIRED 


** 


X25PUE PU  AODDR=C1, fq 
IDBLK=017, 
IDNUM=00000, 
DISCNT=YES, 
MAXOUT=7, 
MAXDATA=255, 
MODETAB=AMODETAB, 
MAXPATH=20, 
VPACING=0, 
PUTYPE=2, 
SSCPFM=USSSCS, 
DLOGMOD=M2SDLCQ, 
USSTAB=US 327X 

** 

PATHX251 PATH DIALNO=2222222222*317411111130101, Ey 
GRPNM=X2508P1, 
GID=1, 
PID=1 


xk 

PATHX252 PATH DIALNO=2222222222*317411111130101, 
GRPNM=X2508P2, 
GID=1, 
PID=2 

xkxk 

PATHX253 PATH DIALNO=2222222222*317411111130101, 
GRPNM=X2508P3, 
GID=1, 
PID=3 

x 

T13008E1 LU —_ LOCADDR=2 

T130@8E2 LU — LOCADDR=3 

T13008E3 LU —_ LOCADDR=4 


T1308E32 LU  — LOCADDR=33 [J 


Notes: 


The address parameter should match on Q 104 and the NCP PU 
definition. 


Fi These values should match. 
E] For an explanation of the dial parameter refer to X.25 NPSI Planning 


and Installation, Chapter 9. 


It should be noted, that the switched example and its definitions shown here are 
included as an example, and were not tested. 
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BKBCP999 


400 - 


409 - 


423 - 


436 - 


434 ~- 


440 - 


450 - 


461 - 


465 - 


BKBCP999 


BKBCP999 


The secondary screens for X.25 are shown here for host 1A (PVC), host 1B, and 
host 1E (SVC). Note that for 1B, the Logical Channel Identifier is “0002.” The 
additional PVC connections we configured used “0003” and “0004” for 1C and 
1D respectively. 


Some of these parameters will be common for all X.25 hosts, others are unique 
and need to be defined for each X.25 host customized. 


332; X.25 Options 


1A = X25 PRIMARY HOST A 


00 9 0 


10101910 


401 - 1 402 - 6001 
420 - 00000000 

424 - 
431 - 8 432 - 02 
435 - 02 
4a. - 442 - 
451 - 05 452 - 
462 - 0010 463 - 001] 


466 - 6030 


332: X.25 Options 


1B = X25 HOST B 


- 10101010 


401 - 1 492 - 0002 


420 - 00000000 


332: X.25 Options 


1E = SWITCHED X25 


- 10101618 


- 3174 


- 1 


401 - 4 402 - 


426 - 660060000 
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3174/XP13008A 


- 06000000 


453 - 10000000 


464 - 0020 


3174/XP13008A 


421 - 09000090 


453 - 68000600 


3174/XP13008A 


421 - 00000006 


453 - 00906806 





This panel is for host A’s X.25 options. 


Q.401, Circuit type J 
We code a 1 to define this host as a PVC. 
Q.402, Logical Channel J 


This defines the logical channel ID, in our 
example logical channel 01. 


Questions 461 to 466 channel definitions 


Q.461 Lowest incoming channel E] 


This is the X.25 options for host B. 


Q.401, Circuit type 
We code a 1 to define this host as a PVC. 
Q.402, Logical Channel 


This defines the logical channel ID, in our 
example logical channel 02. 


This is the X.25 options panel for the switched 1E 
host. 


¢ Q.401, Circuit type J 


We code a 4 to define this host as a 
“two-way call SVC.” 


Q.402, Logical Channel 


The LCN used for this session will be taken 
from the pool we defined in questions 
461-466, depending on the type of call. 


BKBCP999 


Logical Terminal Assignment 





Notes: 


Finally, having defined five X.25 hosts (1A - 1E), 
ces we allocate one session to each of the five 
possible logical terminals for each of the 32 
available ports. [J 


EJ This panel prioritizes what sessions each terminal will have on the 
change screen key, each host session was defined in 2 | 


5 | Host 1A is using a PVC (question 401 = 1). On this screen you will 
also have to define a pool of SVCs if you plan to respond to question 
401 with a response other than “1” for any of the other X.25 hosts. 


[J Question 402 defines the virtual circuit number used for this host. 


a7 | lt is important to keep in mind the total number of PVCs you will be 


using before assigning values to 461-466. See the VTAM definitions on 
the previous page for an example 


FE] We will have four PVCs and one SVC connection, therefore we begin 
numbering the SVCs in question 461 at “0005” to make sure that the 
numbering will be in the correct sequence. 
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These are the complete definitions used to test X.25 SLMH. It is not a true to 
life scenario as all the hosts are actually the same host but it illustrates how to 
configure the 3174. In reality, if all the hosts were using NPSI, then you would 
just code one of the PUs below in each of the NPSls for the individual X.25 
hosts. 


Extracts from this gen were used as inserts on the previous pages. 


KEKRRKEKKEKKEEEKKREKEKERKRKERRKEEERKEREKRERERKEEREERKERRERREKREKREKREREKKEKRREKEKRKEKKRRKKEER 


* NCP/NPSI DEFINITIONS FOR X.25 MULTI-HOST TESTING * 

KEKEKREKKEKEKEREREERERREREKEEREEKEREEEKRKRERKEREREKRERERERKKREREREERRKREKRERKEKRKEKEERRK 

NCPBUILD BUILD -ADD THE FOLLOWING STATEMENTS * 
X25. PREFIX=X, ALL NAMES START WITH X * 
X25. IDNUMH=02, MUST MATCH WITH SWITCH MAJOR NODE ID* 
X25.SNAP=YES, SNAP TRACE INCLUDED * 
X25. MCHCNT=1, NUMBER OF PHYSICAL LINKS * 
X25 .MAXPIU=5K LESS THAN MAXBFRU TIMES UNITSZ 

* 

KEEKKEKKKKEKRRRERERKEREKREREREK 0 KREKRKEEKEKREKKEEEKREKREKRKEKEKEKKEKREKREEKKEKKKEKKKERKEKEKS 

* X25 NETWORK 

KEKEKKKKKREKEKKEKEKRERERERKKEEKREKREEKREREKRKEKREKEKERERERERKEKEREKKERKEKREKERKEKEKEKREKER 

X3174 X25. NET CPHINDX=1, * 
NETTYPE=1, * 
OUHINDX=1, * 
DM=YES 

* 

X25.VCCPT INDEX=1, * 

MAXPKTL=128, * 
VWINDOW=3, PACKET LEVEL WINDOW 3 * 


INSLOW=(100,50) 


KREEKKEKRKKRKKKEKREREKKERERKEKEKEEKREKREKRERERKEKEKREEKREKEKRREKEKREREKEKKRKREEREKRKKEKKEKER 


* FIRST MCH 
KEKKEKEKKEEKEKKKEKKKKEKKKKREKKKEKRREKERERKEREKEKEKRREKKEREKERERRRKRKEKKEKREKEKKEKES 
MCHO1  X25.MCH ADDRESS=08, CONTROLLER LINE ADDRESS 
ANS=STOP, 
LCGDEF=(0,4), 4 PVC 
FRMLGTH=259, 256 + 3 (PACKET HEADER) 
MWINDOW=7, FRAME WINDOW SIZE 
STATION=DCE, USED TO SIMULATE X.25 NETWORK 
ENABLTO=3, 
DSABLTO=3, 
TDTIMER=1, 
TPTIMER=3, 
NPRETRY=10, 
NDRETRY=1, CODED TO MATCH STATION=DCE 


SUBADDR=NO, 

LLCLIST=(LLC3), 
LCNO=NOTUSED, 

DBIT=NO, 

PAD=NO, 

PKTMODL=8, 

GATE=NO, 

ITRACE=YES, 

SPEED=9600, DEFAULT 
TITIMER=1 


KREKEKKKKKEKRKEKEKEKEKREKEREREKEREKREEKEERERERERKEKRERERERKEKEERKEEKEREKKERKEKRKKKRKKKKKKKS 


+ + + FF + + FF FF FF FE FF FHF FF FF F F FE F KF HF F 


* 
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X25.LCG LCGN=0 LOGICAL CHANNEL GROUP ZERO 


* 


KKK KK KR KOR KK IKK KKK KKK KK KKK ERK IKI IKI SAKE ERE REESE RK KK IK 


: X.25 LINE / PU / LU MACROS (LINE 008) 

‘ EACH LINE DEFINES A PVC 
KBKKAEKKEREKRKEKKKEKERKKEERKEKEKREKEREKRKEREKREKREREREKRREKREKRKEEKEEKERKKKKKRKKKRKKKKEKSE 
XL13008A X25.LINE LCN=1, FIRST PVC 

DSTNODE=BNN, 

LLC=LLC3, 

TYPE=P, 

VCCINDX=1 
KRKEKKKEKEKKEKEKKRKEKEKEKRKEKKEKEREKRKKEREKEKEKRERKEKEKREKREKKKEEKKERKEKERKERKKKKKKKKKKKK 
XP13008A X25.PU PUTYPE=2, 

ISTATUS=ACTIVE, 

ADDR=C1, 

MAXDATA=265, 

MAXOUT=7, 

SSCPFM=USSSCS, 

MODETAB=AMODETAB , 

USSTAB=US327X 
KRREKKKKERKEKEKKEKKKERKKEEKERKEKEKKEKEKRKEKRKEKKEKRKKKEKEKREKKEEKEEKEREEKKKKKEEKRKEKRKKRKRKEKSE 
T13008A1 X25.LU LOCADDR=2,DLOGMOD=M2SDLCQ 
T13008A2 X25.LU LOCADDR=3,DLOGMOD=M2SDLCQ 
T13008A3 X25.LU LOCADDR=4, DLOGMOD=M2SDLCQ 
T13008A4 X25.LU LOCADDR=5,DLOGMOD=M2SDLCQ 
T13008A5 X25.LU LOCADDR=6, DLOGMOD=M2SDLCQ 
T13008A6 X25.LU LOCADDR=7 ,DLOGMOD=M2SDLCQ 
T13008A7 X25.LU LOCADDR=8 , DLOGMOD=M2SDLCQ 
T13008A8 X25.LU LOCADDR=9, DLOGMOD=M2SDLCQ 
T13008A9 X25.LU LOCADDR=10 , DLOGMOD=M2SDLCQ 
KRKKEKKKEKKEKEKKEKREKRERKEKEKKRKEKRKKKEKRREKEREREREEKREKRRKEKKEEKREKEREKREKRKEKRKKKKKKKKKEKKEKSE 
XL13008B X25.LINE LCN=2, SECOND PVC 

DSTNODE=BNN, 

LECH EtC3, 

TYPE=P, 

VCCINDX=1 
KEKKKEKKEKKKEKKEEKKKEKKEREKREREKRKEKERKEKEKRKEEKKEKRERRREKREERKREREKRREKREEKKRKKKEKEKK 
XP13008B X25.PU PUTYPE=2, 

ISTATUS=ACTIVE, 

ADDR=C1, 

MAXDATA=265, 

MAXOUT=7, 

SSCPFM=USSSCS, 

MODETAB=AMODETAB, 

USSTAB=US327X 
KKEKKEKKEKEKKEKEREKRKEKEREKREKREKREREKKERKKEEREREKRREKEKEREKREKREREKEKKEKEKREKREREKEKEKKE 
T13008B1 X25.LU LOCADDR=34,DLOGMOD=M2SDLCQ 
T13008B2 X25.LU LOCADDR=38 ,DLOGMOD=M2SDLCQ 
T13008B3 X25.LU LOCADDR=42 ,DLOGMOD=M2SDLCQ 
T13008B4 X25.LU LOCADDR=46 , DLOGMOD=M2SDLCQ 
T13008B5 X25.LU LOCADDR=50 , DLOGMOD=M2SDLCQ 
T13008B6 X25.LU LOCADDR=54 , DLOGMOD=M2SDLCQ 
T13008B7 X25.LU LOCADDR=58 , DLOGMOD=M2SDLCQ 
T13008B8 X25.LU LOCADDR=62 , DLOGMOD=M2SDLCQ 
T13008B9 X25.LU LOCADDR=66 , DLOGMOD=M2SDLCQ 
KKEKKKKKKEKEKEKEEKKERKEREREREKERKEKKEEREKREREKRKEEREEEKEREEREEREKEEKEERKEKEKKKEKKE 
XL13008C X25.LINE LCN=3, THIRD PVC * 

DSTNODE=BNN, . 

LLC=LLC3, 


t+ £€ + 


+ + £+ £ F HF F 


+ +£ &€ 


+ £€ FF + FF HF F 
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TYPE=P, | | * 

VCCINDX=1 —_— ye 
KKEEKKKEKRKEKKEKKEEKEKRKEKRERKEERREEKERKRERREKRRRREEKRREKEREKKEKKEKKKRKKKRKKRKKRKRKREK 
XP13008C X25.PU PUTYPE=2, 

ISTATUS=ACTIVE, 

ADDR=C1, 

MAXDATA=265, 

MAXOUT=7, 

SSCPFM=USSSCS, 

MODETAB=AMODETAB, 

USSTAB=US327X 
KEKKREKEKREKREKEREKKEKEKRERERKEEKREKKEKRERKEKERREKRRERKEKEKKERREKEKRKRKKEREKRKEKRKKKKKRRKRESK 
T13008C1 X25.LU LOCADDR=35,DLOGMOD=M2SDLCQ 
T13008C2 X25.LU LOCADDR=39,DLOGMOD=M2SDLCQ > 
T13008C3 X25.LU LOCADDR=43,DLOGMOD=M2SDLCQ 
T13008C4 X25.LU LOCADDR=47 , DLOGMOD=M2SDLCQ 
T13008C5 X25.LU LOCADDR=51, DLOGMOD=M2SDLCQ 
T13008C6 X25.LU LOCADDR=55 ,DLOGMOD=M2SDLCQ 
T13008C7 X25.LU LOCADDR=59 ,DLOGMOD=M2SDLCQ 
T13008C8 X25.LU LOCADDR=63,DLOGMOD=M2SDLCQ 
T13008C9 X25.LU LOCADDR=67 ,DLOGMOD=M2SDLCQ | 
KEEKKEKREKEKKKEKEEKERKKEKEKREKRERRERKEEKKEREKEKEKERKEREKREREKERERREKREEREREKREKEKER 
XL13008D X25.LINE LCN=4, FOURTH PVC 

DSTNODE=BNN, 

LLC=LLC3, 

TYPE=P, 

VCCINDX=1 | 
KEKKKEKKKKEKEKEKEEEKEKEEKEREREKKKEKREREKKEREKRKAKEREREKREREREREEREKREKREKKRKEKREKER 
XP13008D X25.PU PUTYPE=2, 

ISTATUS=ACTIVE, 

ADDR=C1, 

MAXDATA=265, 

MAXOUT=7, 

SSCPFM=USSSCS, 

MODETAB=AMODETAB, 

oe USSTAB=US327X | 
KEEKKEKEEKERERREKKEEEKERKEREKREREKKERERKRKEKRKKKKKKKRKRKKREKKRKKKRKRKRKRKRKKKRKRKRKKRKRKR KKK 
T13008D1 X25.LU LOCADDR=36 ,DLOGMOD=M2SDLCQ 
T13008D2 X25.LU LOCADDR=40,DLOGMOD=M2SDLCQ 
T13008D3 X25.LU LOCADDR=44 ,DLOGMOD=M2SDLCQ 
T13008D4 X25.LU LOCADDR=48 , DLOGMOD=M2SDLCQ 
T13008D5 X25.LU LOCADDR=52,DLOGMOD=M2SDLCQ 
T13008D6 X25.LU LOCADDR=56, DLOGMOD=M2SDLCQ 
T13008D7 X25.LU LOCADDR=60,DLOGMOD=M2SDLCQ 
T13008D8 X25.LU LOCADDR=64,DLOGMOD=M2SDLCQ 
T13008D9 X25.LU LOCADDR=68 , DLOGMOD=M2SDLCQ 


KRRKEKKEKEEKEKKKEREKREREREKREREKRKEEREREKREKREKREKEEKKEEREREEKREKREKEEKEEKREKREKRKEKKKKKKEKEK 


- + FF F&F FF F F 


iil 
eu w 


+ ££ + 


+ +£€ £+ FF FF HF F 


* 


X25.END 


REKEKKEKKEEEKREKKEEKREKREKEREKEREREKREKEEKRERERKEKEREKEKEERKREREEEEEKEKEKKEKKKRKKKKER 
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11.5 3174 with AEA 





370 HOST ASCIT HOST 





Figure 100. Remote 3174 with an AEA 


Due to the nature of AEA connections and the complexity of the required 
parameters of the OEM hosts, the connectivity example is discussed in 
“Asynchronous Emulation Adapter (AEA)” on page 157 where we can go into 
more detail and fuller explanations of individual parameters. 
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12. Local Format Storage 


42.1 Overview 


With the introduction of Configuration Support-B Release 2 we now have the 
facility of coding for Local Format Storage (LFS); prior to Configuration 
Support-B Release 2 this function was only available in RPQ # 8X0024. 


The 3174 local format storage feature provides the ability for the host controlled 
loading of presentation screen formats (MAPs), into the 3174 Controller storage. 
These MAPs can be presented on any CUT terminal, or emulated CUT device 
(this includes AEA attached terminals). DFT devices are not supported unless 
they have a CUT mode session available (like the 3472-G). 


In an environment where remote terminals are heavily utilized, and you have 
the potential for line bottlenecks, or even high Front End Processor (FEP) 
utilization, LFS can be reviewed against potential hardware upgrades. For 
example, if you were running a low speed line out to a remote location using a 
fairly heavy transaction rate, it might not come as a surprise to find the line 
utilization high; the normal reaction might be to look at a line speed upgrade, 
data compression techniques, or splitting the terminals over another controller. 
Each of these solutions have hardware costs involved, and can impact other 


users going through the FEP. 


By utilizing the local format storage feature you can reduce the amount of data 
sent down the line by keeping the “most commonly used” screen formats at the 
3174. Not only will this reduce the line overhead in terms of raw data sent; but 
has the potential to improve user response times and improve the FEP 
utilization which can have an impact on the whole network. 


The local format storage feature uses new and existing 3270 data stream 
structured fields to control the loading and host initiated presentation of stored 
MAPs. The local format storage feature supports the 3270 data stream 
architecture for format presentation as implemented by CICS, but a user can 
provide his own format presentation support using 3270 data stream if required. 


Formats may be: 
e Added 

« Replaced 

¢« Deleted 


Formats groups may be deleted, and format storage may be reset at any time 
under the control of the host. The formats are stored in RAM only. 


Local format storage function is supported on multi-host and SLMH configured 
3174s, but has no support for Non-SNA configurations. 


Presentation of a stored format can be initiated by a host command, and 
presentation of selected “local” formats can be initiated by a user, provided 
local format selection has been enabled. 
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12.2 Description 


There are three main stages for local format storage implementation: 
1. Creating the formats to be downloaded 
2. Distributing the formats to the 3174 Controller 


3. Invoking the formats. 


This section discusses each of these stages. 


12.2.1 Format Creation 


Format creation is the responsibility of the user. How this is done depends on 
the transaction management system, and mapping service used. The 3174 
local format storage feature requires that the maps to be stored contain exact 
3270 data streams that will be sent to the terminals, local format storage will 
make no modifications to a map for device specific characteristics. Nor will it 
attempt to decide what version of a map to present if multiple copies exist, 
except in the case of multi-host support, where you might want to override 
primary host loaded maps. See “Override Selection” on page 305 for an 
explanation of override. 


To date, CICS has the only existing 370 host support for local format storage. 
CICS with standard Basic Mapping Support (BMS) commands allows the user to 
create the exact 3270 data stream formats needed by the 3174 local format 
storage : 


12.2.1.1 Format Storage Size 


The average size of a screen format is in the region of 500 bytes. Added to this 
you have a format control header which is another 50 bytes. When planning for 
the LFS customization on the 3174 see “3174 Customization” on page 306, you 
should consider how many MAPs you are planning and how many directories to 
determine what storage allocation you will be required to reserve. 


12.2.2 Distributing the Formats 


12.2.2.1 Setup 


‘It is the users responsibility to distribute the formats to the 3174. The 3174 local 
format storage receives the formats on the SNA LU session with an address of 
LOCADDR=1. This is not a valid terminal address range; it is reserved for 
controller services only. This LU address supports a LU type 2 session and 
expects to receive a subset of the 3270 data stream and commands that are 
necessary to support the distribution of the formats. $i 


After creating the required MAPs, you then want to load them onto a 3174. A 
user written format distribution transaction is self-initiated, and is responsible 
for the distribution of the MAPs. The 3174 Controller replies to each format 
load request. 
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The CICS user would have to consider the following coding requirements and 
understand the basic flow of the format distribution transaction: 


e Customize the 3174 for local format storage 
¢ Define a “display” to VTAM with an address =01 
¢ Define a “display” to CICS with an address =01 


~ e Define to CICS the MAP distribution transaction for automatic transaction 
initiation with the display defined on address ‘01’. 


12.2.2.2 Data Flow 


The sequence expected during a format load is: 
e The host issues an ACTLU for the LU on address ”01”. 


If the local format storage feature, or other LU=01 service is present the 
controller responds positively (powered on), otherwise the ACTLU is 
rejected. 


¢ A bind is sent by the host to LU=01 (LU type 2, default bind). 


The bind is accepted by the controller if the local format storage feature is 
present, and the session is not already bound (other LU =01 services). © 


e Start data transfer (SDT) is sent by the host. 
e The distribution transaction then begins: 


— The host sends the formats with destination and origination addresses 
plus the /oad format storage structured field. 


— The controller and the local format storage feature replies to each load 
format storage structured field by sending back the destination and 
origin addresses and an exception status report. 


¢ This sequence is repeated until all the formats have been transmitted to the 
controller. 


Note: A /oad format storage structured field must be sent with every screen 
format, and after every format has been transmitted the distribution | 
program must wait for the controller to reply before the next format can be 
sent. 


e Upon completion of the download, the session with LU=01 must be 
terminated with an unbind. 


12.2.2.3 Format Presentation 
The first point to note here is that when downloading screen formats, you can 
have several “format groups,” each having a selection of specific MAPs unique 
to each group. With this in mind there are two actions required to invoke the 
screen MAPs at the terminal. 


e Select the format group. 


This is the first structured field sent by the host. As stated above, the MAPs 
are stored in memory using a directory structure in which the group name 
identifies a directory that has all the MAPs sent with the download 
sequence for that specific named group. 


12. Local Format Storage 303 


The select format group command assigns a directory to be searched when 
the “presentation” command is subsequently sent. Only the selected group 
is searched for a screen format; you can select another group directory by 
issuing another select format group command. There are no “default” | 
group names, so a specific directory must be selected before the host can 
select a screen format. 


e Present Format. 
There are two present format structured fields: 


— Absolute 
— Relative. 


These two structured fields are used to select the MAP name of the screen 
format to be presented. Present Relative format is the structure 
predominantly used by CICS in BMS (basic mapping support). 


Both the present absolute and present relative structured fields are sent 
with the presentation command specifying a 3270 data stream write or 
_erase/write and contain a 3270 data stream WCC byte. 


Using the names supplied from these structured fields, local format storage will 
search the selected group directory for the named screen format. 


When the screen format has been found, the format presentation command 
(write, erase/write) and the WCC are extracted from the present format 
structured field and applied to the located 3270 data stream (screen map), and 
passed to outbound data stream processing as if the data had just been 
received from the host. 


12.2.2.4 Operator Selection 
Because the stored screen format is really a group name and format name, the 
user does not necessarily know the stored format name. To accommodate 
operator selection of formats, you can, at the load phase, specify the format as 
“operator selectable” and specify a /ocal name. 


The search will then be made at presentation time for a format with the /ocal 
name (a pseudonym for a group and format name), or with the /oca! name that 
is a member of the currently selected group. The function can be selected in 
two ways: 


e Via the data stream. 
Operator selected formats can be enabled from the host application. 
e As a customization option. 


The user can, at a “clear unformatted” screen, enter data; this data is 
considered to be a request for a screen format. The eight byte field is 
assumed to be the /ocal name and the search will be initiated. 


If the Jocal name format is not found in the 3174 LFS buffer the request is 
sent to the host as a normal request. 
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12.2.2.5 Override Selection 
In a multi-host environment where the 3174 local format storage feature is 
configured to have the primary host manage the screen formats, you have the 
option to override the selection. On the secondary host you can download 
additional formats into its private LFS buffer.- 


When a presentation request is sent down from the secondary host, it will 
search its own LFS buffer, and directory first, if the required format is not there 
it will then search in the primary LFS buffer. With this facility it is possible to 
have two formats with the same name, the primary will be over-ridden when 
the secondary downloads its copy of the same named format, although the 
physical layout of the format could be different. 


12.3 Multi-Host and LFS 


The local format storage feature can be enabled on any multi-host 3174 or 
SLMH 3174 to perform the same functions as can be set on the primary host 
link. If you are using LFS on a secondary host session, you must have LFS set 
on the primary session too. 


There are three levels of support for local format storage in a multi-host 
environment: 


1. Shared resource _ 


You can share the screen formats between the primary host and the 
secondary hosts. In this setup a screen format for a host session other 
than the primary will fetch the screen format from the primary hosts LFS 
buffer. : 


2. Shared resource with load option 


You can define the 3174 to have a private LFS buffer for each upstream host 
session, and still share the primary LFS buffer. In this scenario the local 
format storage feature would, from a request on a secondary host, search 
its own private LFS buffer, and if the screen format wasn’t found it would 
then search in the primary host’s LFS buffer. 


3. Individual resource 


In this setup each host session will use its own MAPs. The screen formats 
will be loaded to and presented from the private LFS buffer assigned to 
each host. Each host is independent of the primary host’s local format 
storage function. 


The following section discusses how these configurations are set. 


12. Local Format Storage 305 


12.4 3174 Customization 


The local format storage function is set in the 3174 by your answer to Question 
179: Local Format Storage. : 


The default response is 80 8 


The First digit enables the feature: 


No LFS feature 

Formats can be loaded to a LFS buffer for this host 
2 = Formats will be managed by host 1A, this host 

may present formats only. 

Formats are managed by host JA, this host can 

also load formats into its own LFS buffer. 


— © 
Ho 


WwW 
li 


A response of 2, or 3 is valid only on a secondary host. 


The Second digit is for operator selected features: 


0 = Operator selected formats are disabled for this host 
1 = Operator selected formats are enabled for this host 


The Third digit is for LFS storage allocation on each host: 
0 


No storage allocated 
64K 
128K 
256K 
= 512K 
1024K 
1536K. 


Nn WMHEH, 
! 


see “Format Storage Size” on page 302 for guidance. 


Note: The response to this field must be 0 if in digit 7 the response is 0 (no 
LFS), or 2 (host 1A manages the formats). 
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12.4.1 SNA Sense Codes 


The following codes are the SNA sense codes; these are generally set when 
there is a problem with the “structured fields.” 


X 


PS OS OK OK OOK OK 


'0868! 
'Q869'! 
'O87A! 
‘1001! 
'1003! 
'1005! 
'1009' 


No formats loaded 

Format not found 

Format processing error 

Data stream error 

Function not supported 

Parameter error 

Format group not selected } 


For more information on sense codes you should refer to the VTAM Messages 
and Codes manual (SC23-0114). 


12.4.2 Performance 


The local format storage feature should improve the overall display response 
time as the most common screens can be kept down at the 3174 controller, and 
hence reduce the amount of transmitted data over a communications link. 


Points to consider when evaluating the local format storage feature might be 
listed as the example below: 


e One 3174 IML per month 


e 70 formats stored at atime 


e Average format size is 500 bytes 


e 30 terminals per controller 


e One format per terminal, presented every 45 seconds (eight hour shift). 


If you assume the above transaction rates, and a screen size of 1920 bytes, you 
can start to make “pencil” calculations that will show a line utilization saving 
around the 20% range. This will obviously vary greatly from location to 
location, and be dependent on the installation’s application environment. 
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13. Network Management 


This chapter discusses the components of network management specific to the 
3174. These are: 


e Remote Console Facility 
e Vital Product Data and Network Asset Management. 


Central Site Customization (CSCU) is also an integral part of network 
management. This subject is covered in the ITSC Red Book, NetView 
Distribution Manager Release 2 and 3174 Central Site Change Management 
Implementation Guide. 


13.1 Remote Console Facility 


The 3174 Controller has a range of tests and diagnostics available online. 
These are accessible from any CUT mode terminal attached to a coax port on 
the controller. This implies that you need to be on site to do this. For the help 
desk operators or central site support Staff, this is not always possible and the 
Situation often develops into someone being led through the procedure over the 
telephone. This is less than ideal. 


The remote console facility was introduced with Configuration Support-B 
Release 2 and it was enhanced to include a remote IML capability in 
Configuration Support-B Release 3. Now Help Desk operators and Central Site 
staff can perform online tests for any 3174 in the network from their own 
NetView terminal. 


The facility works in conjunction with a host application and is available in 
NetView as a command processor called CSCF (Central Site Console Facility). 


CSCF is standard in NetView V2 but for V1, it requires that an SPE (Small 


Programming Enhancement) be installed. This SPE is in the form of three PTFs 
shown below in Table 12 on page 310. 
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Table 12. NetView PTFs Required for CSCF 


Operating Product Number | APAR PTFs 
System 


MVS/XA 5665-362 OY26579 UY90507 
UY90508 
MVS/ESA | 5685-152 | OY26617 


VM 5664-204 VM39206 





UY90509 
UY90510 


UY90511 
UY90512 





CSCF uses an exchange of data streams structured on FSTA or Full Screen 
Transport Architecture. This is a new SNA data stream definition designed 
especially for this purpose. As it is SNA, this function is only available on SNA 
controllers. (This includes X.25.) The data sent to the 3174 is in the form of an 
FSTA request and the returned data is also in FSTA format. NetView translates 
this into the 3270 data stream for display on a NetView terminal. NetView 
‘maintains templates of the 3174 test panels so that it is not necessary to 
transmit everything on the screen, only the variable data. 


Once CSCF is invoked, the NetView operator will.be in test mode on the 3174 


almost as if he or she were actually using local test mode. The tests can be 
performed step by step from the menu or using the fast path. 


13.1.1 Using CSCF 


Here is an example of the use of CSCF to remotely monitor a 3174. 


To initiate /tests for the controller P13008A, type in: 
CSCF PU=P13008A 


on the NetView command line. 


The NetView console displays the screen shown in Figure 101 on page 311. 
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BKBCP200 3174 Test Menu (1TEST) 3174/P13008A 


Test Description (page 1 of 2) 


Terminal check 

Display event logs and response time log 
Display configuration panels 

3270 device status information 

Reset logs and cable errors 

Display vital data 

Display Control Areas 

Color convergence 

Extended functions and program symbols 
Token-Ring tests 

Port wrap tests 

Trace control (p=password) 

Asynchronous emulation adapter tests 
Alert to Host ID n (n=1A-1H, 2A-2D, 3A-3D) 
D,n Dump device on port n (n=0-31) 


— ee Pe 
rPrNrowo eon AM DSWD Fe © 
cw 


Ss 


CHD===> 
PF1= HELP PF2= END . PF3= RETURN PF6= ROLL 
PF8= FORWARD PF12= RETRIEVE 





Figure 101. NetView CSCF Panel - Page 1 


Note that this is “page 1 of 2.” Pressing PF8 will send out a request for page 2 
shown in Figure 102. | 


BKBCP218 3174 Test Menu (1TEST) 3174/P13008A 
Test Description (page 2 of 2) 


13 Enterprise Systems Connection Adapter Tests 
14 3174 Operator Functions 


CMD===> 
PF1= HELP PF2= END PF3= RETURN PF6= ROLL 
PF7= BACKWARD PF12= RETRIEVE 





Figure 102. NetView CSCF Panel - Page 2 


From the menu, tests can be selected. If you already know what the test 
number is, then you can enter the fastpath. For example, to display logged 
events for port 1, enter: 


13. Network Management 311 


/1,4,1,26 


You can also invoke tests directly from the initial CSCF command by entering in 
the following format. To do the same test as above, type: 


CSCF PU=P13008A OP=(/1,4,1,26) 


The resulting screen, either way, is shown in Figure 103. 


BKBCP202 Log Records - PN 1 , HG 26_ 3174/P13008A 


 (Day/Time since last POR: 014/05:35) | 
Day Time SC QA PHG PN CHG PN ID HA Extended data bytes (B1-B16) 
Bl B3 B5 B/ B9 Bll B13 B15 
014 04:15 0410 07 11 26 01 1A 003 


PHG_PN=PrimaryHG PN HG=Hardware Group SC=Status Code ID=Host ID 
CHG_PN=ConnectionHG_PN PN=Port Number QA=Qualifier HA=Host Address 


CND===> 
PF2= END PF3= RETURN PF6= ROLL 
PF1l= Test Menu | PF12= RETRIEVE 





Figure 103. NetView CSCF Panel - Port Error Example - 


Note: CSCF is available automatically in Configuration Support-B Release 2. 
There is nothing to customize. However, if you want to use the remote IML 
capability in Configuration Support-B Release 3, it is necessary to code an 
online password in question 098 on the customization panel. Otherwise, the 
3174 does not allow this function. 


13.2 Network Asset Management 


The ability to retrieve PU controller related information from the 3174 Controller 
such as serial number and microcode level has been around for some time 
now. (The serial number is kept in the controller as a result of your response 
to customization question 108.) This was supported in NetView by the “NPDA 
CTRL” command. NetView would issue this request to the 3174 in the form of 
an SNA command called an NMVT. 


It is desirable to be able to also solicit this information at the terminal level in 
order to achieve online inventory control. The collected data, being processed 
centrally, can be used for recording the terminal inventory and tracking 
movements. 
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13.2.1 Vital Product Data 


When an IBM 3270 terminal is powered on, control information is sent to the 
controller to establish the appropriate controller-terminal protocol. In this way 
the 3174 knows what devices are attached to it at any time. 


The ability to retrieve this to the host has been provided in the 3174 Controller 
microcode since Release 4.0 of Configuration Support-A and Configuration 
Support-S. To retrieve the serial number of a terminal requires that the 
terminal provide this to the controller and so there was a corresponding 
upgrade to terminal equipment required as well. This, however, was a 
hardware upgrade and was limited to devices manufactured after January 26, 
1988. The data that is kept in the device ts called “Vital Product Data” or VPD. 


All is not gloom if you have older terminals. The controller can at least 
recognize the device type and whether it is powered on or off (it will keep an 
entry for the last powered-on device on that port) and you can manually enter 
the serial number. 


The change to full support was introduced half way in the life of the IBM 319X 
terminals. All IBM 3270 terminals manufactured since January 26, 1988 support 
the collection of “Vital Product Data” or VPD. 


13.2.2 Extended VPD 
The current 3472 models also support extended VPD. This, used in conjunction 
with Configuration Support-B Release 2 and higher, allows a more sophisticated 
implementation of asset management. 


Extended VPD allows the data to be stored in the terminal in a format specified 
by you. You can have up to eight fields of user data in addition to the basic 
VPD. These fields include a label, which is generated at customization time, 
and a data field, which is entered by the terminal user. The scenario then is 
this: The network planner defines the labels using fields such as “Name,” 
“Department,” “Location” etc. When a terminal is connected to the controller, 
the user should be requested to go into setup mode or /5 test and enter the 
data in the data fields corresponding to these labels. This data is stored in the 
terminal and is recorded on the 3174 Control disk so if the terminal is moved to 
another controller, the new location will be easily noted. 


The data once entered is then available for display on an “ad hoc” basis by a 
NetView operator or it may be routinely collected by NetView automatically and 
stored in a data base for later analysis by a reporting program such as IBM 
Service Level Reporter (SLR). 


The following table summarizes some of the products which provide VPD data 
to NetView and the level of detail for each. 
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Table 13. VPD oe Supported on IBM Products 
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PS/2, PC-AT, PC-XT. 
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13.2.3 Collecting Vital Product Data 


Whether you use extended VPD or basic VPD, the information can be either 
displayed locally or retrieved by NetView. 


A sample of the VPD data as it appears on a screen in test mode on the 3174 is 
shown in Figure 104. This can be retrieved by CSCF. 


Port Vital Data - PN 01, HG 26 


Device-defined User-defined 


Device type: 3472 

Model number: GOO 

Plant of manufacture: NO 

Serial number: NRN22CB 
Release level: 000 
Engineering change data: 0220890720000 


Bl B2 B3 B4 B5 B6 B7 B8 B9 B10 
Device characteristics (hexadecimal): 05 11 81 04 40 00 10 00 1F 80 


* = data not supplied by device 


Location Raleigh ITSC 


CMD===> 
PF: 3=Quit 7=Back 8=Fwd 12=Test Menu 





Figure 104. VPD Displayed from 3174 Test 
To interrogate devices from NetView, use the VPDCMD command. The format 
is 

VPDCMD ALL, RAPP40 


where ALL will retrieve all devices on the PU named RAPP40. The resulting 
information sent to Netview is shown in Figure 105 on page 316. (Comments 
have been added.) 


13. Network Management 315 


VPDCMD ALL RAPP40 
DWO0039! REQUEST ’ALL’ ACCEPTED FOR RAPP40_ , REQID = 0005 


* 3174 VPD 
DWO0O100! REQID 0005 : ORIG PU RAPP40 CNFG PU RAPP40 CH/LINK 0E40 PU ISTPUS25 
DW0O102] REQID 0005 : IBM-HW M/T = 3174 MDL = 11L MFG = 23 S/N = 00N6233 


* 3179 on port 00 (serial number was entered manually) 

DWO100! REQID 0005: ORIG PU RAPP40 CNFG LU RAPT400 PU RAPP40 CH/LINK 0E40 
DW0O101!] REQID 0005 : PORT = 000 PWROS = Y PWROL = Y 

DW0O105!] REQID 0005: PHY = ‘Raleigh ITSC 

DW0102! REQID 0005: IBM-HW M/T = 3179 MDL = *** MFG = ** S/N = 0086293 


* 3472 G on port 01 (serial number retrieved from the device) 

DWO100! REQID 0005: ORIG PU RAPP40 CNFG LU RAPT401 PU RAPP40 CH/LINK 0E40 
DWO0O101!l REQID 0005 : PORT = 001 PWROS = N PWROL = Y 

DWO0O105I REQID 0005 : PHY = ‘Raleigh ITSC 

DWO102! REQID 0005 : IBM-HW M/T = 3472 MDL = GOO MFG = NO S/N = NRN22CB 


* Nothing on this port 

DWO100! REQID 0005: ORIG PU RAPP40 CNFG LU RAPT402 PU RAPP40 CH/LINK OE40 
DW0101I] REQID 0005 : PORT = 002 PWROS = N PWROL = N 

DW0O102! REQID 0005 : MIX-HW M/T = 0000 MDL = *** MFG = ** S/N = ******* 


* 3472 F on port 03 (serial number retrieved from the device) 

DWO100!I REQID 0005 : ORIG PU RAPP40 CNFG LU RAPT403 PU RAPP40 CH/LINK 0E40 
DWO101! REQID 0005 : PORT = 003 PWROS = Y PWROL = Y 

DWO105!I REQID 0005 : PHY = ‘Raleigh ITSC 

DW0O102I REQID 0005: IBM-HW M/T = 3472 MDL = FOO MFG = 23 S/N = OOFO0678 


* 3471 on port 04 (serial number entered manually) 

DWO100!1 REQID 0005: ORIG PU RAPP40 CNFG LU RAPT404 PU RAPP40 CH/LINK OE40 
DW0O1011 REQID 0005: PORT = 004 PWROS = Y PWROL = Y 

DWO105!| REQID 0005 : PHY = ‘Raleigh ITSC 

DW0O102!1 REQID 0005 : IBM-HW M/T = 3471 MDL = *** MFG = ** S/N = 88Y8778 


Figure 105. NetView Message Response from VPD Command 


PU ISTPUS25 


PU ISTPUS25 


PU ISTPUS25 


PU ISTPUS25 


PU ISTPUS25 


NetView provides sample CLISTs to retrieve the VPD data from the network and 
store it in SMF records. The formats of these records in NetView Version 1 


Release 3 are documented in the NetView Administration Reference 
— ($C31-6014). 


Once you have the data stored as SMF records, you can use SLR or an 
equivalent product to generate the Network Asset Management reports. 
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13.3 Using Network Asset Management Effectively 


Network Asset Management is greatly enhanced by the use of VPD. 


To use Network Asset Management or NAM effectively requires planning and 
procedure documentation by the network planners of the organization but it can 
potentially be very powerful if implemented correctly. It may save countless 
hours in tracking down terminals that have been moved when inventory time 
comes around. Consider some of capabilities of an effective implementation of 
NAM. You can use it to: 


Dynamically build a configuration table and solicit product information from 
your network. 


Interactively determine the network location of a missing or moved network 
resource. 


Uniquely identify each supported resource in the network. 


Automatically build a list of (VPD supported) network resources including 
their location and how they are attached to the system. 


Determine where device serial number XXXXXXX is located and show how 
it is connected to the system (LU name, PU name, line name and NCP 
name). 


Determine 3174 ports that have not had recent power-on activity, to assist in 
the identification of unused ports. 
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Appendix A. IBM 3174 Controller Adapters 


A.1 IBM 3174 Large Controller Card and Adapter Functions 


The following is a description of the adapters that may be installed in various 
models of the IBM 3174. It is useful to know the hardware group and 
recommended position of each card and adapter for problem determination 
purposes, so this information is also included. 


Each card has a position in the 3174 logic board recommended by IBM. Apart 
from certain adapters such as the Channel Adapter they can be thought of as 
conventional positions rather than mandatory. However conventions are always 
helpful if problems arise. The number of the position that a particular card 
should be fitted to is included in the installation instructions with each card. 


Each of these cards is a Field Replaceable Unit (FRU) and as such each has a 
FRU type number. 


A.1.1 Processor Card 
e Use o.oo... Base - All Models 


e Type Number ....... 9500 or 9501 

e Position .......... 18 

e Hardware Group .... 87 
This card contains the 3174 microprocessor, a timer, a pluggable 16K x 18 ROS 
module, and other timing and control logic. It also contains logic for single-bit 
per halfword memory error correction and double-bit memory error detection. 


A red light emitting diode (LED) on the card blinks during cegnostc testing to 
indicate that the card logic is operational. 


A.1.2 512K mlorage Card 
WSC: nics eacies Optional - Models 1L, 1R, 2R, 3R - Not for models 11L, 11R, 


e Type Number ....... 9051 
¢ Position .......... 19 or 20 
e Hardware Group .... 87 
This card contains 23 modules of 256K x 1 memory and switching logic to 


provide 512K of usable storage, six-bit error correction code, single-bit error 
correction, and double-bit error detection. 
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A.1.3 1.0M Storage Card 
a © |= > eee eee Base - Models 1L, 1R, 2R, 3R; Optional - Models 1L, 1R, 2R, 
3R, 11L, 11R, 12R, 13R 


e Type Number ....... 9052 
° Position .......... 19 or 20 
e Hardware Group .... 87 
This card contains 46 modules of 256K x 1 memory and switching logic to 


provide 1.0M of usable storage, six-bit error correction code, single-bit error 
correction, and double-bit error detection. 


A.1.4 2.0M Storage Card | 
e Use oo... Base - Models 11L, 1xR; Optional - Models 1L/11L, 1R/11R, 
2R/12R, 3R/13R 


e Type Number ....... 9053 
e Position .......... 17 
° Hardware Group .... 87 
This card contains 92 modules of 256K x 1 memory and switching logic to 


provide 1.0M of usable storage, six-bit error correction code, single-bit error 
correction, and double-bit error detection. 


A.1.5 Disk Adapter (File Adapter) 
© SC: viscacracndoas Base - All Models 


e Type Number ....... 9120 or 9154 
e Position .......... 21 
e Hardware Group .... 01/26 
The 9120 adapter provides read/write control for the two diskette or fixed disk 


drives that can be installed in the 3174. In addition, the 9154 adapter provides 
for 3270 Terminal Attachment. 


A.1.6 Terminal Adapter 


GS: ct etcs poeies Base - All Models 
e Type Number ....... 9150 or 9154 
¢ Position .......... 22, 23 or 24 


e Hardware Group .... 26 or 27 


This adapter provides buffering and control for attachment of up to 32 
category-A displays, printers, and workstations. Each of the four BNC top-card 
connectors provides a path to one terminal, or to one IBM 3299 Terminal 
Multiplexer, or to one Terminal Multiplexer Adapter. Signals from each port 
contains addressing for up to eight terminals. Attachments can be up to 4920 
feet (1.5 km) from the 3174 when coaxial cable is used to attach them, or up to 
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3280 feet (1 km) when IBM Cabling System Data Grade Media is used. A balun 
is needed at the terminal end of the connection, but none is needed at the 3174 
end when Cabling System media is used. Diagnostic wrap capability, under 
microcode program control, is provided at the driver/receiver output. Logic for 
Driver/receiver wrapping, timeout delay selection, and addressed cable 
protocol are also included on the card. 


Note: When a 3299 model 32 is attached to port 0, 32 terminals can be attached 
to the 3299. The remaining ports of the Terminal Adapter cannot be used. 


A.1.7 Port Expansion Feature 
© USE we Models 11L, 11R, 12R, 13R 


« Type Number ....... 9155 
e Position .......... 22 or 23 


e Hardware Group .... 26 or 27 


This adapter provides the connection for an additional 32 ports for attachment 
of category-A displays, printers, and workstations. Each of the four BNC 
top-card connectors provides a path to one terminal, or to one IBM 3299 
Terminal Multiplexer, or to one Terminal Multiplexer Adapter. Signals from 
each port contains addressing for up to eight terminals. Attachments can be up 
to 4920 feet (1.5 km) from the 3174 when coaxial cable is used to attach them, 
or up to 3280 feet (1 km) when IBM Cabling System Data Grade Media is used. 
A balun is needed at the terminal end of the connection, but none is needed at 
the 3174 end when Cabling System media is used. Diagnostic wrap capability, 
under microcode program control, is provided at the driver/receiver output. 
Logic for Driver/receiver wrapping, timeout delay selection, and addressed 
cable protocol are also included on the card. 


Note: When a 3299 model 32 is attached to port 0, 32 terminals can be attached 
to the 3299. The remaining ports of the Terminal Adapter cannot be used. 


A.1.8 Terminal Multiplexer Adapter 
© USC: ckieeeianss Optional --All Models 


e Type Number ....... 917X 
e Position .......... Variable 


e Hardware Group .... 26 or 27 


This adapter performs the same functions as an external IBM 3299 Model 2 
Terminal Multiplexer. Input to the card is via a short length of RG-62A/U cable 
between a Terminal Adapter port and the top BNC connector on this card. The 
input signals contain addressing to select one of the eight possible BNC output 
driver/receiver ports. Terminals can be up to 4920 feet (1.5 km) from the 3174 
unit when coaxial cable is used to attach them, or up to 3280 feet (1 km) when 
IBM Cabling System Data Grade Media is used. A balun is needed at the 
terminal end of the connection, but none is needed at the control unit end when 
Cabling System media is used. Diagnostic wrap capability, under microcode 
program control, is provided at the driver/receiver output. 
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Note: With the Port Expansion feature, up to eight TMAs can be installed 
depending on the number of other optional features already installed. 


A.1.9 Channel Adapter 
e Use ......... beans Base - Model 1L/11L 


© Type Number ....... 9210 
e Position .......... 11 


¢ Hardware Group .... 16 


This adapter provides S/370-type channel host communications. Attachment to 
selector, byte multiplexer, and block multiplexer channels is supported. SNA or 
non-SNA operational mode is selectable via microcode. When in SNA mode the 
3174 operates as a single-address controller. When in non-SNA mode the 3174 
unit operates as a shared multiple address unit, using one of two address 
ranges - one for up to 16 devices, and one for up to 32 devices. The channel 
address is selectable via microcode in both modes. The mode of data transfer 
two and from the channel, which is also microcode-selectable, may be either — 
Data-Chain Interlocked or High-Speed Transfer. 


A.1.10 Channel Interface Driver/Receiver Card 
© Use oo... Base - Model 1L/11L 


e Type Number ....... 9230 

e Position .......... 10 

¢ Hardware Group .... 16 
This card is used in conjunction with the Channel Adapter. It provides 
driver/receiver signal conversion for the S/370-type bus and tag lines between 


the host channel and the Channel Adapter. The card also contains solid state 
Select Out bypass relays. 


A.1.11  Type-1 Communications Adapter (V.24/V.35) 


® WSC cscs sssesacewe Base - Model 1R/11R; Optional Model 1L/11L, 3R/13R 
e Type Number ....... 9253 
e Position .......... 22 


¢ Hardware Group .... 11 
This adapter provides CCITT V.24/V.28 (EIA RS-232D) and CCITT V.35 ejectricai 
interfaces to connect the 3174 to a modem or other signal converter. A 25-pin 
D-shell connector is provided on the card to connect the communications cable. 
Adapter logic works in byte-PIO mode when BSC protocols are used, and in 
byte-CHIO mode for other protocols. The desired interface (V.24/V.28 or V.35) 
and the operational speed are selected under microcode program control. 
External clocking is required. 
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A.1.12 Type-1 Concurrent Communication Adapter (V.24/V.35) 
© Use woe. Optional - Model 1L/11L, 1R/11R, 2R/12R, 3R/13R 


e Type Number ....... 9263 
e Position .......... 11-17 
e Hardware Group .... 51 
This adapter provides CCITT V.24/V.28 (EIA RS-232D) and CCITT V.35 electrical 


interfaces to connect the 3174 to a modem or other signal converter. A 25-pin 
D-shell connector is provided on the card to connect the communications cable. 


Each Concurrent Communication Adapter provides an additional 3174 controller 
appearance in a single 3174. This is accomplished by having a separate 
microprocessor, control storage and TP interface. External clocking is required. 


A.1.13. Type-2 Communications Adapter (X.21) 
© USO csioeicays Base - Model 2R/12R; Optional Model 1L/11L, 3R/13R 


e Type Number ....... 9273 

e Position .......... 22 

e Hardware Group .... 11 
This adapter provides CCITT V.11 (X.21) electrical interface to connect the 3174 
to an X.21 network or other signal converter providing a compatible interface. 
A 25-pin D-shell connector is provided on the card to connect the 
communications cable. Adapter logic works in byte-CHIO mode supporting 


SNA/SDLC protocols. The operational speed is selected under microcode 
program control. External clocking is required. 


A.1.14 Type-2 Concurrent Communication Adapter (X.21) 


© USC ..sasiinmees Optional - Model 1L/11L, 1R/11R, 2R/12R, 3R/13R 
e Type Number ....... 9267 
e Position .......... 11-17 


e Hardware Group .... 52 


This adapter provides CCITT V.11 (X.21) electrical interface to connect the 3174 
to an X.21 network or other signal converter providing a compatible interface. 
A 25-pin D-shell connector is provided on the card to connect the 
communications cable. 


Each Concurrent Communication Adapter provides an additional 3174 controller 


appearance in a single 3174. This is accomplished by having a separate 
microprocessor, control storage and TP interface. External clocking is required. 
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A.1.15 Type-3 Communications Adapter (IBM Token Ring) 


*. USC au ciiidsiedists Base - Model 3R; Optional Model 1L, 1R, 2R 
e Type Number ....... 9350 
e Position .......... 11-17 


¢ Hardware Group .... 31 


This adapter provides an IEEE 802.5 (ECMA 88) standard interface to an IBM 
Token-Ring Network. Baseband communications at 4M bps is supported. The 
adapter contains a microprocessor, memory, ROS, and other logic to provide 
the physical interface, link clocking, serialization/deserialization, link address 
recognition, frame structuring/stripping, and error checking. A nine-pin 
connector is provided to attach the communication cable. 


A.1.16 Type-3A mua! Speed Communications Adapter (IBM Token Ring) 
USE veces. Base - Model 13R; Optional Model 1L, 1R, 2R, 3R, 14L, 11R, 
12R 


¢ Type Number ....... 9351 
e Position .......... any slot 


e Hardware Group .... 31 


This adapter provides an IEEE 802.5 (ECMA 89) standard interface to an IBM 
Token-Ring Network. Baseband communications at 4 or 16 Mbps is supported. 
The speed is a customization option as well as the “Early Token Release” 
function. The adapter contains a microprocessor, memory, ROS, and other 
logic to provide the physical interface, link clocking, 
serialization/deserialization, link address recognition, frame 
structuring/stripping, and error checking. A nine-pin connector is provided to 
attach the communication cable. 


A.1.17 Asynchronous Emulation Adapter 


© WISE wis doncasac ses Optional - All Models 
e Type Number ....... 9331 
e Position .......... 14,13,12 


¢ Hardware Group .... 21,22,23 


This adapter provides eight ASCII start/stop ports. The adapter contains a 
microprocessor and memory, which is loaded from a feature DASD. A short 
cabie beiween the 3174 iogic board ana a panel Containing eight 25-pin D-shell 
connectors carries signals to and from the adapter. The adapter performs 
protocol conversion to allow certain ASCII devices to communicate with IBM 
hosts, and certain IBM terminals to communicate with ASCII hosts. The EIA 


RS-232D interface is selected under microcode program control. 
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A.1.18 Fiber-Optic Terminal Adapter 


© MS ss csacnaies Optional - Models 11L, 11R, 12L, 12R, 13R, 24L, 21R, 22L 
e Type Number ....... 9750 
e Position .......... 11-17 


e Hardware Group .... 26 or 27 


This adapter provides the ability to attach an 3299 Terminal Multiplexer Model 
032 to large cluster 3174 models via 62.5/125 micron fiber-optic media at a 
distance of up to 1,500 meters (4,920 ft). It can also be used with 100/140 
micron and 50/125 micron fiber-optic cable. This adapter does not extend the 
3174 controller’s ability to support more. ports (thirty-two without 3270 Port 
Expansion Feature, sixty-four with 3270 Port Expansion Feature). Support for 
multiple Fiber Optic Terminal Adapter features allows multiple groups of up to 
eight devices to be connected to a 3174 via fiber-optic cable. When connected 
this way, only the first eight ports (0-7) on the attached 3299 Terminal 
Multiplexer Model 032(s) are active. 


A.1.19 Encrypt/Decrypt Adapter 
© USC hi veeooaiae: Optional - Models 1R, 2R, 3R 


e Type Number ....... 9030 

¢ Position .......... 24 

e Hardware Group .... 46 
This adapter provides the logic to encrypt and decrypt data traffic between SNA 
nodes according to the United States National Bureau of Standards Data 
Encryption (DES) algorithm. (Encryption is not available to terminals operating 
in DFT mode.) The card contains a 4.14V mercury battery, oscillator, control 


logic, storage for the crypto master key, and a security keyhole to prevent 
unauthorized access to the adapter. 
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A.2 IBM 3174 Medium Controller Feature Slots 


Two feature slots are available in Models 51R, 52R, 61R and 62R. 


Slot 4 can contain: 


Slot 5 can contain: 


Asynchronous Emulation Adapter 


Type 3A Dual Speed (16/4 Mbps) Communication 
Adapter 


Type 7 Concurrent Communication Adapter 
Type 2 Concurrent Communication Adapter. 


Type 3A Dual Speed (16/4 Mbps) Communication 
Adapter 


Type 1 Concurrent Communication Adapter 


Type 2 Concurrent Communication Adapter. 


Note: Configuration Support-B is not supported on model 52R: therefore, the 
Concurrent Communication Adapter is not supported. 


One feature slot is available in Models 53R and 63R. 


Slot 2 can contain: 


Asynchronous Emulation Adapter 

Type 1 Concurrent Communication Adapter 
Type 2 Concurrent Communication Adapter 
Type 1 Alternate IML’Communication Adapter 
Type 2 Alternate IML Communication Adapter. 


3174 Model 61R, 62R, 63R use ”Plug in Module” (PIM) storage expansion. Hence 
no slot is needed for storage expansion in these controllers. 
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A.3 IBM 3174 Rack Mounted Controller Feature Slots 


Five feature card slots are provided on Models 21L and 21R. Four feature card 
Slots are provided on Models 22L. The following feature adapters can be 
inserted into any of the available feature slots: 


e Asynchronous Emulation Adapter 

e Type 3A Dual Speed (16/4) Communication Adapter 
° Type-1 Concurrent Communication Adapter 

e Type-2 Concurrent Communication Adapter 

e Terminal Multiplexer Adapter 


+ Fiber-Optic Terminai Adapter. 
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Appendix B. 3174 Feature Table 


The following tables list, by model, the hardware and combination 
hardware/microcode features that are supported on the controller. The first 
table shows large-cluster models; the second table shows medium- and 
small-cluster models. To support some of the features, many of the models 
require additional storage. 


Table 14. Features Supported by Models 1L through 23R 
Feature 1L 1R 2R = 3R 11L 11R #12L0612R)613R) 021k) So 21R) 0 22L23R 
‘ B 


2MB Base Storage X X X X B B B B B B B B B 
Port Expansion Feature) 


Fiber Optic Terminal O O O O O O O O O O O O O 
Adapter 


Terminal Multiplexer 
Adapter” 


Channel Adapter B X X X B X X X X B X X X 
ESCON Adapter xX X xX X X X B X X X X B X 
Type 1 Communication O B X O O B O X O X B B B 
Adapter | , 

Type 2 Communication O Xx B O O xX oO B O X X xX xX 
Adapter 








Type 3A Communication 
Adapter 

(Token-Ring Adapter) 
Token-Ring 3270 
Gateway 





Asynchronous Emulation 
Adapter 


Concurrent 
Communication Adapter 


= Base 
Optional 
Not Available on this model 


Although not a feature of the 3174, the 3299 Terminal Multiplexer provides a similar function as the 
Terminal Multiplexer Adapter and is supported by all models of the 3174. 

When this adapter is present and you specify the actual model number during customization, the 3174 can 
only be customized as a gateway. To use as just a Token-Ring attached controller, the model designation 
must be changed during customization. 
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Table 15. Features Supported by Models 51R through 92R 


1MB Base Storage B | 


| 24MB Diskette Drive 


Oo 
B 
X 


O| x! x 
OO; 9) x<}|O!} WO] x 
x<| OD] K) KK] Ol] &X 


Terminal Adapter | 


x~1D)/O;}O;W 

~1D)O;O;90}O!] x! om 
<1|D)/O;/D|<)]O|] WM] X 
x1 O;O;M!] «| O|w| x 
mM) OO] K] KM] OC] K] K] Ow 
mM | OW) «| < | WO] «| «Ki w 
~M| OO] K| CO] x] K| OO] Xx 
KM | DO] KK] oO] Ki KO] &X 


x | ow 
x | ow 


Terminal Adapter (3270 
Port Expansion Feature) 


Fiber Optic Terminal 
Adapter 


Terminal Multiplexer 
Adapter” 


Channel Adapter X X X X X X X X xX X X 
ESCON Adapter X X X X X X X X X X X 


Type 1 Communication 
Adapter 


B X X B x Xx B x B B x 
Type 2 Communication X B X x B X X B ? - : 
Adapter 
Type 3A Communication O™ X oO” 


Adapter 
(Token-Ring Adapter) 


- Token-Ring 3270 
Gateway 


Asynchronous Emulation 
Adapter 


Concurrent 
Communication Adapter 


= Base 
Optional 
Not Available on this model 


Although not a feature of the 3174, the 3299 Terminal Multiplexer provides the same function as the 
Terminal Multiplexer Adapter and is supported by all models of the 3174. 
When this adapter is present and you specify the actual model number during customization, the 3174 can 
only be customized as a gateway. To use as just a Token-Ring attached controller, the model designation 
must be changed during customization. 

*““ This model can only be customized as a gateway. 
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Appendix C. 3174 Physical Specifications 


C.1 3174 Large Cluster Models 11L, 12L, 11R, 12R, 13R, and 0xx 


e Width: 700 mm ( 27.5 in.) 
e Depth: 460 mm ( 18 in.) 
e Height: 636 mm (25. in.) 
e Weight: 50 kg (110 Ibs.) 


e Heat output: 375 watts (1280 BTU/hr) 
Airflow: 2.8 m(3)/min (100 cfm) forced air 
e Power Consumption: 0.54 kVA 


e Power Supply: Specific to country of installation 


C.2 3174 Rack Mounted Models 21L, 22L, 21R, and 23R 


e Width: 445 mm ( 17.5 in.) 

¢ Depth: 527 mm ( 20.7 in.) 

e Height: 254 mm (10 in.) 

e Weight: 29.5 kg { 65 Ibs.) 

e Heat output: 210 watts ( 720 BTU/hr) 
Airflow: 2.0 m(3)/min (70 cfm) forced air 


e Power Consumption: 0.54 kVA 


e Power Supply: Specific to country of installation 
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C.3 3174 Medium 


C.4 3174 Small Cl 
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Cluster Models 61R, 62R, 63R, and 5xR | 


Width: 445 mm ( 17.5 in.) 
» Depth: 608 mm ( 20 in.) 
Height: 191 mm ( 7.5 in.) 
Weight: 22.7 kg ( 50 Ibs.) 
Heat output: 185 watts ( 631 BTU/hr) 
Airflow: 1.4 m(3)/min ( 50 cfm) forced air 


Power Consumption: 0.32 kVA 


Power Supply: Specific to country of installation 


uster Models 90R, 91R, ,92R, and 8xR 


Width: 406 mm (16. in.) 

Depth: 425 mm (16.75 in.) 

Height: 120 mm ( 4.75 in.) 

Weight: 8.0 kg ( 18 Ibs.) 

Heat output: 78 watts ( 265 BTU/hr) 
Airflow: 0.14 m(3)/min (5 cfm) forced air 


Power Consumption: 0.12 kVA @ 60 Hz, 0.14 kVA @ 50 Hz 


Power Supply: Specific to country of installation 





Appendix D. IBM 3174 Large Controller Plug Chart 


The following chart shows the card locations recommended for all 3174-1xx 
features depending on the model. The hardware group and the type numbers 
as shown in the online test ‘Hardware Configuration’ are shown too. 

















X1L NLCA Adapter 
X1L Type 3A Adapter 31 9351 
S /#3026 ,B/#3044 (Token Ring) 


9331 


X1L OxR 1xR ASCIT Emul. Adapt. 23 


X1L OxR 1xR ASCII Emul. Adapt. 22 


— 


3 


9331 


— 


4 x1L OxR 1xR 21 


x1L OxR 1xR TMA Adpt.—Port 0 26/27 
x1L OxR 1xR | TMA Adpt.-Port 8 | 26/27 


Install remaining TMA's after all 
TMA Ports 16 & 24 other cards are installed in the next 


ASCIT Emul. Adapt. 





9331 


5 Q17/X 


— 


6 917X 





open card location using the following 
TMA priority sequence 11,23,12,17,24,13 


9053 


— 


7 


X1L OxR 1xR 2 MEG Memory 87 
X1L OxR 1xR 1 MEG Memory 87 


O1L xR 512K Memory 87 


X1L OxR 1xR 1 MEG Memory 87 


x1L OxR 1xR File Adapter 01 


9500/1 | 


—= 


8 


— 


9 9052 


9051 


MN 
© 


9052 






21 9120 


x1L 03/13R Terminal Adapt. 26 9150 


x1L 2/12R 3/13) PCA-2 X.21 11 
23 1/11R 2/12R 26 
any X1L OxR 1xR 51 
any X1L OxR IxR aye 


22 9253 


9273 


9150 


9263 


9267 
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Appendix E. VTAM APARs for the 3174 Gateway 


The following lists of APARs describe VTAM related problems that can occur 
when running the IBM Token-Ring Network 3270 Gateway feature on an IBM 
3174. The APAR lists are categorized by operating system and VTAM level. The 
program fix for these problems must be applied when installing the feature. 
Contact the IBM Support Center to obtain the appropriate fix for your 
environment. 


Table 16. Channel Related VTAM Problems 


SYSTEM/VTAM LEVEL APAR COMMENTS 
MVS/VTAM 2.1 OY02441 6051 MSG at console on 
CONNECT-IN. 


OYO2441 605| MSG at console on 
CONNECT-IN. 


MVS/VTAM 2.2 


MVS/370/VTAM 3.1 


OY03563 


OY02796 Lost “CONNECT-IN” ... no 
MSG. 


6051 MSG at console on 
CONNECT-IN. 


~ Connect-Disconnect loop. 


OY02763 


OY03568 Connect-Disconnect loop. 


OY02796 Lost “CONNECT-IN” ... no 
MSG. 


6051 MSG at console on 
~ CONNECT-IN 


MVS/370/VTAM 3.1.1 


OY02763 


OY03568 | Connect-Disconnect loop. 
MVS/XA/VTAM 3.1 OY02761 Lost ”"CONNECT-IN’” ... no 
MSG. 
OY02762 MSG at console on 
CONNECT-IN. 
OY03567 Connéct-Disconnect loop. 
MVS/XA/VTAM 3.1.1 OY02761 Lost “"CONNECT-IN” ... no 
MSG. 
OY02762 6051 MSG at console on 
CONNECT-IN. 


OY03567 Connect-Disconnect loop. 

VM/VTAM 3.1.1 VM27218 Lost “"CONNECT-IN” ... no 
MSG. 

VM27263 Connect-Disconnect loop. 

VSE/VTAM 3.1 DY36460 Lost “CONNECT-IN” ... no 
MSG. 

DY 36372 Connect-Disconnect loop. 
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OI 


SYSTEM/VTAM LEVEL APAR | COMMENTS 


MVS/370/VTAM 3.1 0297610 NPDA picture incorrect for loc 
| cnt 


OY02866 NPDA/NLDM RECFMS hangs 


OZ97610 NPDA picture incorrect for loc 
| cnt | 


OY02866 NPDA/NLDM RECFMS hangs 


0297323 NPDA picture incorrect for loc 
cnt 


OY03072 NPDA/NLDM RECFMS hangs 


0297323 NPDA picture incorrect for loc 


cnt 
OY03072 NPDA/NLDM RECFMS hangs 
VM/VTAM 3.1 | VM26515 NPDA/NLDM RECFMS hangs 


VM/VTAM 3.1.1 VM26700 NPDA picture incorrect for loc 
cnt 


VM26515 NPDA/NLDM RECFMS hangs 


VSE/VTAM 3.1 DY35804 | NPDA picture incorrect for loc 
cnt 


DY36276 NPDA/NLDM RECFMS hangs 
VSE/VTAM 2.1 DY35968 NPDA/NLDM RECFMS hangs 


MVS/XA/VTAM 3.1 0297661 | Corrupted data on READ. | 





















‘MVS/370/VTAM 3.1.1 












MVS/XA/VTAM 3.1 













MVS/XA/VTAM 3.1.1 



























MVS/XA/VTAM 3.1.1 0297661 Corrupted data on READ 
VM/VTAM 3.1.1 ~ VM26630 | | Corrupted data on READ 
VSE/VTAM 3.1 DY 36136 - Corrupted data on READ. 
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Table 19. Channel Related VTAM Problems, Configuration Support-B1 and $5 
SYSTEM/VTAM LEVEL APAR 


VSE/VTAM 3.0/3.2 DY37950 
VSE/VTAM 2.1 DY37799 
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Appendix F. Storage Charts 


The charts here mainly apply to Configuration Support-B as we are referencing 
Concurrent Communication Adapters, LFS, and SLMH. Where a chart is for 
Configuration Support-A it will be stated as such. 


To calculate what storage will be required in the 3174 you should work on the 
following guide: 


Total A = * Base weighting, Figure 107 on page 340. 
Total B = * SLMH support, Figure 108 on page 340. 
Total C = * MLT level, Figure 109 on page 342. 
Total D = * T/R Gateway, Figure 110 on page 343. 
Total E = * CSCM, Figure 111 on page 344. 

Total F = * LFS, Figure 112 on page 344. 


TOTAL = sum of the above values (total 3174 requirement). 
Add together the totals from the charts on the following pages for each function 


you require; then when you have the final totals, select the storage requirement 
from the chart in Figure 106. 


F.1 Total Storage Requirements 










Calculated ; 
Storage Weighting Actual Storage 


2048 or LESS 2.0 MB total storage required. 


greater than 2048 3.0 MB total storage required. 
and less than 3032 
greater than 3032 4.0 MB total storage required. 
and less than 4056 
greater than 4056 5.0 MB total storage required. 
and less than 5080 
greater than 5080 6.0 MB total Storage required. 
and less than 6104 


Figure 106. Total Storage Requirements 
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F.2 Base Storage Requirements 













storage 
function weighting notes 


BASE 1661 storage requirement for CS.B 


|AEA MLT 2 _ add to base and AEA value if MLT 
: function is selected for AEA screens 


16 
MULT I—HOST 159 add to above weights if CCA or 
| multi-host support is required 


A. TOTAL = add required values together. 


Figure 107. Base Storage Requirements 










F.3 Single Link Multi-Host Storage Requirement 













storage 
function weighting notes 















SLMH 


SLMH 


SLMH with 5 additional hosts 
with 6 additional hosts 
with 7 additional hosts | 


B. TOTAL = Select ONE of the above values. 


Figure 108. Single Link Multi-Host Support 


SLMH 


SLMH 
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F.4 MLT Storage Requirements 


Number of Sessions Per Display 


Display Types 


Weighting Factors for Sessions per Disp 


wiewm[efele[e[e 
wee [ope fe 





The. user should calculate the Weighting Factors for every terminal that will be 
attached to the 3174. For example if there were 32 terminals (Model 5 with 
EAB) with FOUR sessions each, the weighting factor would be 768. That would 
be a MLT requirement of level 4. | | 


Note: 
« Model 2 = 24x 80 (1920) screen size 
e Model 3 = 32 x 80 (2560) screen size 
* Model 4 = 43 x 80 (3440) screen size 
¢ Model 5 = 27 x 132 (3564) screen size 
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Now with the total screen weighting select which MLT level is required from the 


list below: 
¢ A sum of Weighting Factors = < 0 = MLT level 0 
e A sum of Weighting Factors = < 64K = MLT level 1 
e A sum of Weighting Factors = < 128K = MLT level 2 
¢ A sum of Weighting Factors = < 512K = MLT level 3 
¢ A sum of Weighting Factors = < 896K = MLT level 4 
e A sum of Weighting Factors = < 1152K = MLT level 5 
e A sum of Weighting Factors = < 1536K = MLT level 6 
e A sum of Weighting Factors = < 2048K = MLT level 7 
¢ A sum of Weighting Factors = < 2688K = MLT level 8 


storage 
function weighting notes 


MLT level 1 


MLT level 2 128 The MLT level to be 

selected can be 
MLT level 3 512 determined using 

the two previous 
MLT level 4 896 | tables, select the 

3 screen size and 
MLT level 5 1152 number of sessions 
~ and then check the 

MLT level 6 1536 weight against the 

MLT level required. 
MLT level 7 2948 





MLT level 8 2668 


Cc TOTAL = Select ONE MLT value. 


Figure 109. MLT Storage Requirements 
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F.5 Token-Ring Gateway Storage Requirements 


If the 3174 is being used as a gateway on a Token-Ring you should select a 
value from one of the charts below, depending on whether the controller is focal 
or remote. 







storage 
function weighting notes 

















local gateway — §12: | with up to 28 DSPU's 










°D.1 TOTAL = Select ONE value for LOCAL G/W or, 







storage | 
function weighting notes 


remote gateway with up to 72 DSPU's | 
remote gateway 1024 | with up to 140 DSPU's 
remote gateway 1536 | with up to 250 DSPU's. 


D.2 TOTAL = Select ONE value for REMOTE G/W 










Figure 110. Token-Ring Gateway Storage Requirements 
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F.6 Central Site Change Management Storage Requirements 











storage 
function weighting notes 


CSCM 1 3174 has only diskette drives 
installed. 
| 3174 has one 20 MB fixed 
disk installed. 
3174 has two 20 MB fixed 
disk installed. 


E. TOTAL = | Select value that matches. 










Figure 111. Central Site Change Management Storage Requirements 


F./ Local Format Storage Requirements 


storage 
function weighting notes 


// allows up to 64K of format 

Storage allocation. 

LFS 141 allows up to 128K of format 
Storage allocation. 

LFS 269 allows up to 256K of format 
storage allocation. 

525 allows up to 512K of format 
storage allocation. 


LFS 


LFS 


allows up to 1536K of format 
Storage allocation. 





LFS 1037 allows up to 1024K of format 
Storage allocation. 
1548 


F. 


= Select value that matches MAP requirement. 


Figure 112. Local Format Storage Requirements 
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F.8 Quick Reference Chart Configuration Support-B 


MLT Storage Requirements 


| CSCM RNC 
Function BASE or 
CSC (DSK) 


: 


2 
B 

2 

B 


B 


MLT5, AEA 


B 
B 
B 
B 


B 


B 


3MB 


4MB 


B 
B 
B 
B 


2 
2 
6 
3 
3 
3 
3 
4 
4 
4 
4 
5 
9 


M 
; 

M 
M 
M 
M 
M 
M 
M 
M 
M 
M 
M 
M 
M 


B 





MLT8, AEA OMB 


Figure 113. 3174 MLT Storage Requirements for Configuration Support-B 
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F.9 MLT Storage Requirements for Configuration Support-A — 


Number of Sessions Per Display 
‘Weighting Factors for Sessions per Disp} 
Model 2, No EAB 


Model 2, EAB po | 
Model 3-5, No can] 0 


Model 3-5 EAB 0 9 18 2/ 36 











Figure 114. MLT Storage Requirements, Configuration Support-A 


F.10 Weighting Factor and MLT Support Level-A 


The user should calculate all Weighting Factors for a given 3174. The sum of 
Weighting Factors for each display determines the required MLT Support Level 
of the 3174 running Configuration Support-A or S. 


e A sum of Weighting Factors = < 0 = MLT level 0 
¢ A sum of Weighting Factors = < 64K = MLT level 1 

e A sum of Weighting Factors = < 128K = MLT level 2 
e A sum of Weighting Factors = < 416K = MLT level 3 
e A sum of Weighting Factors = < 864K = MLT level 4 
e A sum of Weighting Factors = < 1408K = MLT level 5 


F.11 Gateway Requirements for Configuration Support-S 


Number of DSPU's 


Feature 


Storage required in MB. 
LOCAL gateway 


REMOTE gateway 





Figure 115. Gateway Storage Requirements, Configuration Support-S 
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F.12 Quick Reference Chart Configuration Support-A 














MLT Storage Requirements 


CSCM RNC CSCM CSCM 
Function BASE or CSC CSC 
CSC (DSK) (FD1) ~  (FD2) 





1MB 
2MB 
MB 


ee 
: 


Figure 116. 3174 MLT Storage Requirements for Configuration Support-A 


2MB 
2MB 
2MB 
2MB 

MB 









3MB 
3MB 


3.5MB 
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Appendix G. Examples of 3174 VTAM/NCP Definitions 


This appendix contains VTAM and NCP definition examples for local channel 
attached SNA- and non-SNA-3270 devices as well as for devices attached to a 
SDLC link, to an X.25 connection and to the Token-Ring Network. 


G.1 Local 3174 Definitions (SNA) 
PU Definition 


ae ER ee eA een are ee eT PO ee Ee 
e LOCAL 3174 DEFINITIONS * 
a a 
LOCCOLOR VBUILD TYPE=LOCAL 

LOCAPU = PU CUADDR=05E, ISTATUS=ACTIVE, PUTYPE=2 ,MAXBFRU=10, * 


MODETAB=MT327X 


LU Definition 

LOC791 LU — LOCADDR=2, VPACING=4 ,DLOGMOD=T 3279M3, USSTAB=US 327X 
LOC32872 LU —- LOCADDR=3, VPACING=4,, DLOGMOD=T 3287M2C 

LOC793. LU  —_ LOCADDR=4, VPACING=4 , DLOGMOD=T 3279M2 , USSTAB=US327X 
‘LOC794. «LU —s LOCADDR=5, VPACING=4 , DLOGMOD=T 3279M2, USSTAB=US327X 
LOC795 LU —_ LOCADDR=6, VPACING=4 , DLOGMOD=T 3279M4E , USSTAB=US327X 
L0C32876 LU _— LOCADDR=7,, VPACING=4 , DLOGMOD=T 3287M2C , USSTAB=US327X 
L0C32877 LU _— LOCADDR=8 , VPACING=4 , DLOGMOD=T 3287M2C 

LOC798 LU —_ LOCADDR=9, VPACING=4,, DLOGMOD=T 3279M4,, USSTAB=US327X 


Note: The ACF/VTAM Installation manual describes the definition of Local SNA | 
major nodes. : : 
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G.2 Local 3174 Terminal Definition (Non-SNA) 


KEKKEREKEKREREREKREEKEKREREKRREKERREEREEREREREREKERKREEKEREREREKEKEREREKREKRREERKE 


* * 

* LOCAL 3270 TERMINAL DEFINITION | ' 

* * 

KKEEKEKKEREKEREKEREREKREEKEEKEKEREREREEREKEERKREKREREEKRRERKEEREKRERREKEKEREEKREKRER 

LBUILD 
H11L420 LOCAL CUADDR=420, TERM=3277, X 
| MODETAB=AMODETAB , LOGAPPL=SAMON11 , USSTAB=US3270, X 
ISTATUS=ACTIVE , SPAN=(SPH11L) , DLOGMOD=M2BSCNQ 

* | STATOPT=('3277 420 -SYS3') 

H11L421 LOCAL CUADDR=421, TERM=3277, X 
MODETAB=AMODETAB , LOGAPPL=SAMON11 , USSTAB=US3270, X 
ISTATUS=ACTIVE, SPAN=(SPH11L) ,DLOGMOD=M2BSCNQ 

* STATOPT=('3277 421 -SYS3') 

H11L42F LOCAL CUADDR=42F , TERM=3286 , FEATUR2=(MODEL2) , X 
MODETAB=AMODETAB, ISTATUS=INACTIVE, X 

| SPAN=(SPH11L) 

* STATOPT=('3286 42F -SYS3') 

H11L430 LOCAL CUADDR=430, TERM=3277, x 
MODETAB=AMODETAB, USSTAB=US3270, LOGAPPL=SAMON11, X 
ISTATUS=ACTIVE, SPAN=(SPH11L) ,DLOGMOD=M3BSCQ 

* STATOPT=('3277 430 -SYS3") 

H11L431 LOCAL CUADDR=431, TERM=3277, X 
MODETAB=AMODETAB , USSTAB=US3270 , LOGAPPL=SAMON11, X 
ISTATUS=ACTIVE, SPAN=(SPH11L) ,DLOGMOD=M3BSCQ 

- % STATOPT=('3277 431 -SYS3') 

H11L436 LOCAL CUADDR=436, TERM=3277, X 
MODETAB=AMODETAB, USSTAB=US 3270 , DLOGMOD=M3BSCNQ, X 
ISTATUS=ACTIVE, SPAN=(SPH11L) 

* STATOPT=('3277 436 -SYS3") 

H11L437 LOCAL CUADDR=437, TERM=3277, xX 
MODETAB=AMODETAB , USSTAB=US 3270 , DLOGMOD=M3BSCNQ, X 
ISTATUS=ACTIVE, SPAN=(SPH11L) 

* STATOPT=('3277 437 -SYS3') 


Note: The ACF/VTAM Installation manual describes the definition and filing of 
local terminals. 
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G.3 SDLC 3174 Definitions 


G.3.1 SDLC Group Specification for 3174 


>< >< << OX< 


GDSL (definition model) 
KEKKKKKEKEEKKEKERKRRKEKEKERKKERKEKRRERKREKRREKKEKEKKEKREKKKK RR RRR KKK 
* GROUP MACRO SPECIFICATIONS FOR SDLC LINES * 
KKK KKAKKKKK KKK KKK AKA KEKE KEKE KEKEKKEKKKKKEKKKK KKK KK KKK KKK KK RRR RK KIRK 
G13S1 GROUP LNCTL=SDLC, SYNCHRONOUS DATA LINK 

DUPLEX=FULL, REQUEST TO SEND ALWAYS UP 
NRZI=YES, 

REPLYTO=1, 1 SECOND FOR SDLC 
RETRIES=(7,4,5), | 7 RETRIES PER SECOND FOR 5 TIMES 
TYPE=NCP NCP ONLY 


KEKKEKKKEKRKKREEKREKRKEKKEKRKEKREKE RE KKERKEKEKREKEKKEKEKEKEKREKRKERKEKRKEKREKEKRKEKKEKEKKKKRKKKKEE 


G.3.2 Line Macro for SDLC 3174 
LSD3174 (definition model) 


KKEKEKKEKEKERKEREKEKEKRERKEKEERKREEKREKREREKREKERKEKREKREKRERKEKKEKEERKKEKKKEKRKEKKKKKKKKEK 


* SDLC 3174 * 
KEKKEKRKKKEKRKEREKRREKRREKRKRERERREKEKRKKEKEKRERKEEKEEKKEKERKERKEKKEKRKEKEKKEKEKKRKRKKKKKKKER 
* LINE MACRO SPECIFICATION SDLC LINK 800 MODEM * 
KEKKEKKKERKKRKEKRKEKREKRERKE RK ERK RK REKRERKEE EKER KERR EREREREREKKEEKREKREEKKKRKKKEKRER 
L13000 LINE ADDRESS=(000,FULL), FULL DUPLEX 

ATTACH=MODEM, MODEM ATTACH 

OWNER=M11, 

ANS=CONTINUE, DON'T BREAK CROSS DOMAIN SESSIONS 

CLOCKNG=EXT, MODEM ATTACHED 

NRZI=YES, 

ISTATUS=ACTIVE, 

DUPLEX=(FULL) , REQUEST TO SEND ALWAYS UP 

ETRATIO=30, DEFAULT 

MAXPU=1, ALLOW NO MORE THAN 1 PU ON LINE 

SERVLIM=10, 

SRT=(,64), 

SPEED=9600 
* STATOPT='3174 LINE! 
G.3.3 SDLC Service Macro Specifications Remote 3174 

SERVICE (definition model) 
KKEEKREEKREEKEKREKKEREKKEKEKREREKEEKRERERKEEKEKKEKREEKEKRKEKEKEKEKEKKEKEKKKKKKEKKKEKERK 
* SERVICE MACRO SPECIFICATION FOR SDLC (LINE 000) * 
RAEEARRELLARERLE RAE LER AERA ELENA EA RR EERE REN EER ERAERERERE SERA RARERERE 
SERVICE ORDER=(P13000A) , 


MAXLIST=1 
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G.3.4 3174 PU/LU Specifications for PU3174 


(definition model) 


CBS3174 


KRKEKKEEKREREKEREKREREKREERKERERERERERKREREKREKREEREEKEREREKRKECEREREKREKKKKRKKKEKRKES 


* 


PU/LU SPECIFICATIONS FOR PU3174 


* 


KEREKEKKEKRKRKEKRKKEREKERKERERERKEKREREREREREREEREREEREREREKEKEEKREKREKKEKREKEREKEKRSE 


P13000A PU 


71300002 


* 


71300003 


* 


T1300004 


* 


T1300005 


* 


71300006 


* 


T1300007 


* 


71300008 


LU 


LU 


LU 


LU 


LU 


LU 


LU 


ADDR=C1, 
MAXDATA=265, 
MAXLU=64, 
MAXOUT=7, 
PACING=0, 
PASSLIM=8, 
PUDR=YES, 
PUTYPE=2, 
RETRIES=(,4,5), 
DISCNT=(NO) , 
ISTATUS=ACTIVE, 
VPACING=0 
LOCADDR=02, 
MODETAB=AMODETAB, 
DLOGMOD=M2SDLCNQ, 
ISTATUS=ACTIVE 


LOCADDR=03, 
MODETAB=AMODETAB, 
DLOGMOD=M2SDLCNQ, 
ISTATUS=ACTIVE | 


LOCADDR=04 , 
MODETAB=AMODETAB, 
DLOGMOD=M3287SCS, 
ISTATUS=ACTIVE 


LOCADDR=05, 
MODETAB=AMODETAB, 
DLOGMOD=M2SDLCNQ, 
ISTATUS=ACTIVE 


LOCADDR=06, 
MODETAB=MTPSPC, 
DLOGMOD=PCMODE, 
ISTATUS=ACTIVE 


LOCADDR=07, 
MODETAB=MTPSPC, 
DLOGMOD=PCMODE, 
ISTATUS=ACTIVE 


LOCADDR=08, 
MODETAB=MTPSPC, 
DLOGMOD=PCMODE, 
ISTATUS=ACTIVE 
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CLUSTER ADDRESS = Cl 

MAXIMUM AMOUNT OF DATA 

MAXIMUM LUS ON THIS Pu 

MAX SDLC FRAMES BEFORE RESPONSE 
PACING SET BY BIND IMAGE 


(V) VTAM 


3278 


(V) VTAM 


3287 


(Vv) VTAM 


31796 


(V) VTAM 


3270PC 


(V) VTAM 


3270PC 


(V) VTAM 


3270PC 


(V) VTAM 


S PER SECOND FOR 5 TIMES 


<< OK OK OOK OK OK OOK OOK OK 


~< &X< 


>< >< >< >< ~< &< >< >< << ~< 


>< X< 


>< 





G.4 X.25 Definitions 


This section includes VTAM and the NCP NPSI definitions used for testing the 
X.25 functions referenced in this manual. 


G.4.1 Single Host Testing 
The single host testing was performed using NPSI V1.4.2. 


KEKKKKEKKEKEKRERKKEKEEREREKREKEKEKREKREREEKEK EEE KRKEKREKEKEKKEKKRKEKKEKKEKRKKEKKEKKEKRKEKRKEKESR 


* X25 NPSI R 4.2 STAGE1 INPUT 


* 


* THIS GENERATION IS FOR 1 MCH LINK. 
* FOR: 


CPU 10 3174 PVC AND SVC; WITH QLLC CONTROL FOR BOTH. 


X25BUILD - THIS MACRO DESCRIBES THE GENERATION PROCESS. 


+ +£ FF FF HF HF HF H F 


t+ +€ € + 


KREKRKKKEKREKRKEKKEKKKKKEKEKEKEKREKKKEKKEKEKRKEKERKRKERKRKERREKEKKEKREREKEKKEKKEKEKKKKKKKKKRKKKEK 


X25R41 X25BUILD IDNUMH=01, ID FOR NON-SNA SWITCHED SUPPORT E 
MAXPIU=4K, MAXIMUM PIU LENGTH Cc 
MCHCNT=1, 1 MCH LINK DEFINED c 
MODEL=3725, 3725 C 
SNAP=NO, SNAP FACILITY OFF c 
SRCHI=X25BLK1, | STAGE 2 OUTPUT MEMBER NAME (1 = GENNO)C 
SRCLO=X25TBL1, | STAGE 2 OUTPUT MEMBER NAME (1 = GENNO)C 
SRCPRFX=X25, STAGE 2 OUTPUT TABLES & BLOCKS PREFIX C 
VERSION=V4, NPSI RELEASE 4.2 ONLY Cc 
TYPSYS=0S MVS 3.8 WITH ACF/VTAM V3 
REKEKEKEKEKEEKREREKEKEKEEREKREKKEKEKKREEKEKREEREREREREERKEKEREKRREKREKRERKEKRKEKRRKEKKEEKE 
* X25 NET - DESCRIBES THE PPSN. * 
RKKKKEKEKKEEKKEKEEEKEKEKEREKEEKREEREKKEREKREREEKR EKER EKEEREEKKEKRKEKRERKEKKKKEEKKKEKE 
NETX25 X25NET DM=YES, LAPB DM COMMAND c 
NETTYPE=1, TYPE 1 TYMNET NETWORK c 
CPHINDX=2, 2 ENTRIES IN VIRTUAL CIRCUIT TABLE 
OUHINDX=1 1 ENTRY IN THE OPTIONAL FACILITY TABLE 
KKKKKKKKKEREKEREKKEKEKKREREKRERKEEKREKREKRERKEKEEEREREREEKERKKEEKEKKERKEKRKEERKEKREKE 
*  X25VCCPT - VIRTUAL CIRCUIT CONNECTION PARAMETERS TABLE. * 
HHKKKKKKEKREKEKKEKKEKK KEKE KEKKKREEKRKKEEEREREKEKEEKKEREEKREKEREREEEKRKRKKRKRKKEKREKRKKEKER 
X25VCCPT INDEX=1, TABLE ENTRY NUMBER 7 Cc 
MAXPKTL=128, MAXIMUM PACKET LENGTH EXCL PACKET HDR C 
INSLOW=(25,0), | FREE BUFFER PERCENTAGE Cc 
VWINDOW=2 PACKET TRANSMIT/RECEIVE WINDOW SIZE 
KHEKKKKKEKKEKKEREREK EEE KK EKER EERE REE REE ERK RE EKRERKEKE KERR ERR ERKEKEKREKEKKEEKREKEKKR 
*  X25QUFTT - SVC USER FACILITIES AND CALL USER DATA TABLE. ' 
KEKKKEKEKEKEREREKREKRKKEKRKREKRKEKRREREREKKEKERERERKREKRKEEEEKEEEEKREREREREKRERKEKKEKESE 
X250UFT INDEX=1 TABLE ENTRY NUMBER * 
KHEKKKKKKKREKREKRKEREKREREEKEKRKRKE KE KEE KERR ERE KE EKREREKEEKEKEEKREKRKREREREREKEREKKRKS 
. X25MCH - DESCRIBE THE PHYSICAL MULTICHANNEL LINK. * 
* DTE END 15 ; 
KEKE KEKEKEKEKKKKE KEKE KEKE KRKEREKEREREKRRERKEREEKEREREKREKEREKEKEEKKEKKEKKEE 
X25MCH ADDRESS=15, 3725 FDX LINE ADDRESS Cc 
FRMLGTH=259, MAXIMUM FRAME LENGTH (+3 BYTE PKT HDR)C 
LCGDEF=0(20), LOGICAL CHAN GRP 0, UP TO CHAN 12 = C 
MWINDOW=7 , LINK ACCESS FRAME WINDOW SIZE (HDLC) C 
ANS=STOP, AUTO NETWORK SHUTDOWN DECISION c 
ENABLTO=3, ENABLE TO 3 SECONDS Cc 
DSABLTO=3, DISABLE TO 3 SECONDS Cc 
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DBIT=NO, 
GATE=NO, 
SUBADDR=NO, 
LCNO=NOTUSED, 
LLCLIST=(LLC3), 


DELIVERY CONFIRMATION BIT SUPPORTED 
GATE OR DATE FUNCTION SUPPORTED 
SUBADDRESING 
LOGICAL CHANNEL 0 NOT USED 

SVC'S TYPES SUPPORTED 


NDRETRY=2, NP/TP SEQUENCE EXECUTED 
NPRETRY=10, IT OR U FRAME TIMOUT RECOVERY 
PAD=INTEG, PAD FUNCTION SUPPORTED 
TRAN=O0DD, NO TRANSLATION IF NO PAD FUNCTION 
PKTMODL=8, MODULO 8 PACKET NUMBERING 


STATION=DTE, 


NETWORK CONNECTION 


PHYSICAL LINK SPEED 
TOTIMER=2, TIME (SECS) BETWEEN ND RETRANSMISSIONS 
TPT IMER=3.0 X25 T1 TIMER IN SECS 
AIR RRR IR RRR IR IRI RRR IRI KAR RAK IKK KR IR KORA KI RAR RIK IR IIR IARI KIA KER AK 
- X25LCG - DESCRIBE THE LOGICAL CHANNEL GROUP. il 
FI KR RII RK KI RRR KEK AKIRA KK KIRK IKK EIA KERR 


X25LCG LCGN=0 LOGICAL CHANNEL GROUP NUMBER 


TEST TICTICTCSSCLSCTCISCTCICTCITSCCTCTCSCCLSCTOCC CLC CTC TC CSCC CSCCC CCS TCOC SSS SOCT CS So 2. SS 


C 
% 
c 
c 
c 
c 
C 
Cc 
C 
c 
Cc 
SPEED=9600, Cc 
C 


*  PU/LU MACRO SPECIFICATION FOR 3174 LOGICAL CHANNEL 4 (PVC) * 
RKEKEKKEREKEKEKEKRKKERKERKEKEKKEKEKRKEE KEE KEKKKEEKKERKERKEKREREKRKEEKKKEKEKREKRKEKRKKKKKEEK 
XL15004 X25LINE LCN=1, c 
DSTNODE=BNN, c 
LLC=LLE3, Cc 
TYPE=P, c 
VCCINDX=1 
* 
XP15004 X25PU PUTYPE=2, ATTACH TO AN X.25/SNA 3174 Cc 
ADDR=C1, STATION ADDRESS c 
MAXDATA=265, DEPENDANT ON PU CONSTRAINTS C 
PASSLIM=7, MAXIMUM PIU SEGMENTS IN TRANSMISSION C 
MAXOUT=7, MAXIMUM SDLC FRAMES BEFORE LINK RESP C 
ISTATUS=ACTIVE, | ACTIVATE AT INITIALIZATION c 
-SSCPFM=USSSCS, LOGON FORMAT c 
MODETAB=MT3274C2, MODE TABLE REFERENCE FOR VTAM c 
DLOGMOD=13278M2, MODE TABLE REFERENCE FOR VTAM c 
USSTAB=US327X USS TABLE REFERENCE FOR VTAM 
j | | 
XT1541  X25LU LOCADDR=2, ADDRESS OF LU ic 
ISTATUS=ACTIVE | ACTIVATE WITH PU 
XT1542  X25LU LOCADDR=3, ADDRESS OF LU Cc 
| ISTATUS=INACTIVE ACTIVATE WITH PU | 
KEKKEKEKKEEKEREREEKEREREKERKEEREREREKREREKREREEREKRERREREKRERKEKREKRERKEKKKKEKEKE 
* X25VC - DESCRIBE RESERVE PVCS * 
KEEKKEKKEKEEKEEEEEEEREKKRERERRKKRERERERKEREEREREKRKEKEREREREKREKRKKRKKKRRKRKK KKK 
X25VC_ LCN=(2,10), LOGICAL CHANNELS WITHIN A GRPUP E 
TYPE=P, VC TYPE - P=PERMANENT, S=SWITCHED  C 
VCCINDX=1, INDEX IN CONNECTION PARAMETER TABLE C 
LLC=LLCO LOGICAL LINK CONTROL 
KRKKEREERKKEKEEEREREEREREREREEREKEREREREREERREERREEKRERRERERRERREKKRKREKKRKRKEKSE 
* X25VC - DESCRIBE THE SWITCHED VIRTUAL CIRCUITS 
RHKKKEKEKKEKE KKK KERR KERR KER KKK KEKE KERR ER ERE KERR RERKKEKEREREEEERERERERERERER 
X25VC LCN=(11,20), + LOGICAL CHANNELS WITHIN A GROUP Cc 
NCPGRP=X25S01B, TO ASSOCIATE WITH VTAM PATH STMT Cc 
TYPESS, VC TYPE - P=PERMANENT, S=SWITCHED 
VCCINDX=1, INDEX IN CONNECTION PARAMETER TABLE C 
CALL=INOUT, INCOMING AND OUTGOING CALLS ACCEPTED C 
OUFINDX=1 INDEX IN USER TABLE 


KRRKKEKEKKEKEKREKEKREKKEKREKREKEEKEREEKKRERERKREKREREREKEKRERKKKKKKKKRKKKKRKKRKKKKK 
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= X25END - NPSI GENERATION END, NAME MEMBERS FOR STAGE 2 OUTPUT. * 


EEREREREREE KARE EERE SAKA ERE RERE RARER E EER AER ARERIAIA AI AMER ERE RE 


X25END INCPRFX=X25, 


END 


LSTUACB=YES, 
NCPSTG1=X25NCP1, 
X25VTAM=YES, 
INCHI=X25HJI1, 
INCL2HI=X25HII1, 
INCINIT=X25INI1, 
INCL2L0=X25L011, 
ORDINIT=X25INO1, 
ORDHI=X25HJ01, 
ORDL2HI=X25HI01, 
ORDL2LO=X25L1 


STAGE 2 OUTPUT MEMBERS PREFIX 
NPSIT SUPPLY LASTUACB MACRO 
STAGE 2 OUTPUT MEMBER NAME (1 = 
VTAM ACCEPT ADDRESS=NONE & AUTO= 


STAGE 2 OUTPUT MEMBER NAME (1 = 
STAGE 2 OUTPUT MEMBER NAME (1 = 
STAGE 2 OUTPUT MEMBER NAME (1 

STAGE 2 OUTPUT MEMBER NAME (1 = 
STAGE 2 OUTPUT MEMBER NAME (1 = 
STAGE 2 OUTPUT MEMBER NAME (1 = 
STAGE 2 OUTPUT MEMBER NAME (1 = 

2 


STAGE 2 OUTPUT MEMBER NAME (1 = 


GENNO) 
YES 

GENNO)C 
GENNO)C 


C 
C 
C 
C 


= GENNO)C 


GENNO)C 
GENNO)C 
GENNO)C 
GENNO)C 
GENNO) 


ESRI AA EDA EEAE EARL ERES SE EAE AERIS ERS ERAT ES RRR EEG EEA ER 


In an ACF/VTAM switched major node: 


X3174 VBUILD MAXGRP=5, 


* 


XP3174 = PU 


* 


PAT3174 PATH DIALNO=31060019833, 


* 


XT3174 LU 
XT3174A LU 


MAXNO=12, 
TYPE=SWNET 


ADDR=C1, 
IDBLK=017, 
IDNUM=A0076, 
DISCNT=YES, 
MAXDATA=265, 
MAXOUT=7, 
PASSLIM=7, 
MODETAB=MT3274C2, 
MAXPATH=6, 
VPACING=0, 
PUTYPE=2, 
SSCPFM=USSSCS, 
DLOGMOD=T3278M2, 
USSTAB=US327X 


GRPNM=X25S01B, 
GID=2, 
PID=21 


LOCADDR=2 
LOCADDR=3 


REQUIRED 
REQUIRED 
REQUIRED 


Same as 3274 
user defined 


Host DTE address, LLC type 3 
association to NCP/NPSI group 


>< P< OK OK OK OOK OOK OK OK OK OK OK OK >< 


>< oX< 
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G.4.2 Multi-host Testing | 
The multihost testing was performed using NPSI V2.1 and ESA VTAM V3.3 


KRERKREKEKEREREKREREKEEREKREEKREREREREREKREREKRERKRREREKRERREKREKEKRKREREKRKKRKKRRKEKSE 


* NCP/NPSI DEFINITIONS FOR X.25 MULTI-HOST TESTING * 

KKREKRKEKERKEEKRERERKREREREKREKRERREERERKEREKEKRKEKEKRKRREKREKKKEKEREREKRKKKKKEKEKE 

NCPBUILD BUILD -ADD THE FOLLOWING STATEMENTS * 
X25.PREFIX=X, ALL NAMES START WITH X * 
X25. IDNUMH=02, MUST MATCH WITH SWITCH MAJOR NODE ID* 
X25.SNAP=YES, SNAP TRACE INCLUDED * 
X25.MCHCNT=1, NUMBER OF PHYSICAL LINKS * 
X25.MAXPIU=5K LESS THAN MAXBFRU TIMES UNITSZ 


* 
KEKEKEEKEEREKREREREREKEEKRERKEREREREEREREREREREKEREKREKREREEREEEEERRRKKRKERKEKKEKRSE 


+ Ir TiIAN 


A.o0 NO IWURNA 
KREREKKREKEKEKEKEKERERKEKRERERKEREREKEREREREREREREREKREKRKEEREKERKKKKEKKKKKEK 
X3174 X25. NET CPHINDX=1, 

NETTYPE=1, 

OUHINDX=1, 

DM=YES 


X25.VCCPT INDEX=1, * 
MAXPKTL=128, 
VWINDOW=3, PACKET LEVEL WINDOW 3 * 
INSLOW=(100,50) 


KAEKKKERKEKK KEK EKER ERERE RE RE RREEEEREEREREREREE RE KR ERERERERERERERERERKEKREKRE AE 


' FIRST MCH 
RAKKEKKERERKEKREKREREREREREREREREREREKRERERERERKEREKRRREEREKRERERERERERERKRKEKEKKEER 
MCHO1 § X25.MCH ADDRESS=08, CONTROLLER LINE ADDRESS 
ANS=STOP, 
LCGDEF=(0,4), 4 PVC 
FRMLGTH=259, 256 + 3 (PACKET HEADER) 
MWINDOW=7 , FRAME WINDOW SIZE 
STATION=DCE, USED TO SIMULATE X.25 NETWORK 
ENABLTO=3, 
DSABLTO=3, 
TDTIMER=1, 
TPTIMER=3, 
NPRETRY=10, 
NDRETRY=1, CODED TO MATCH STATION=DCE 


SUBADDR=NO, 

LLCLIST=(LLC3) , 
LCNO=NOTUSED, 

DBIT=NO, 

PAD=NO, 

PKTMODL=8, 

GATE=NO, 

ITRACE=YES, 

SPEED=9600, DEFAULT 
TITIMER=1 


KAEEKKKREKKEKKEKEKRKEKEKEEREKREEKRKEKREREERKEREKEKREKERRRERERKREKRERKEKRERERREEEKRERKEKERE 


+ + €* €* € € FF BH FF H&E HF FE HH KF KF BH KE HE KF HF F 


* 


X25.LCG LCGN=0 LOGICAL CHANNEL GROUP ZERO 
‘ | 
KEKKKKKEKEKKEKEKEKEKREKEKRRRKRERERRREREREREEKERKERKREREREEEKREKREREREEKERKERKKREERE 
. X.25 LINE / PU / LU MACROS (LINE 008) 
* EACH LINE DEFINES A PVC 
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HK RK KK RAIA KIKI ERE IK ERIS IISA III AI IIIA IA AIA AIA AIA IAIN 


XL13008A X25.LINE LCN=1, FIRST PVC 


DSTNODE=BNN, 
LLC=LLC3, 
TYPE=P, 
VCCINDX=1 


+ £ & 


RKEKKKEKKKEKEKEKKEKKEKKEKKKEEKEEEERKKEKKEKEKREKEEKKEEKEEKKEKKKKKKKKRKKKKKK KKK KKKEK 


XP13008A X25.PU PUTYPE=2, 


MAXDATA=265, 


ISTATUS=ACTIVE, 
ADDR=C1, 


MAXOUT=7, 
SSCPFM=USSSCS, 
MODETAB=AMODETAB, 
USS TAB=US327X 


t+ £ £ ££ ££ F&F F 


KRKKEKKEAKKKKKKEKKEKEKEEEKKRERKEREEKKEKRKEKRKKEKREKEERERREKREREEKKERREKRKEEKREREKRKRKRKRKK 


T13008A1 
T13008A2 
T13008A3 
T13008A4 
T13008A5 
T13008A6 
T13008A7 
T13008A8 
T13008A9 


X25. 
X25. 
X25. 
X25. 
X25. 
X25. 
K25. 
X25. 
X25. 


LU 
LU 
LU 
LU 
LU 
LU 
LU 
LU 
LU 


LOCADDR=2 , DLOGMOD=M2SDLCQ 
LOCADDR=3 , DLOGMOD=M2SDLCQ 
LOCADDR=4 , DLOGMOD=M2SDLCQ 
LOCADDR=5 , DLOGMOD=M2SDLCQ 
LOCADDR=6 , DLOGMOD=M2SDLCQ 
LOCADDR=7 , DLOGMOD=M2SDLCQ 
LOCADDR=8 , DLOGMOD=M2SDLCQ 
LOCADDR=9 , DLOGMOD=M2SDLCQ 
LOCADDR=10 , DLOGMOD=M2SDLCQ 


KAKI KEKE KEKE ERE KERRIER RR EKER ERARERERERERERERRREREREREKKEKKEERKEE 


XL13008B X25.LINE LCN=2, SECOND PVC 


DSTNODE=BNN, 
LLC=LLC3, 
TYPE=P, 
VCCINDX=1 


+ + + F 


KRKEKAKKEKKEKEERKEEKEKEEREKREERREKREEKRKRKREEKEREKKEEKEKEKREKKKKKKKKKKKKRKKKKKKKKKK KKK 


XP13008B X25.PU PUTYPE=2, 


ISTATUS=ACTIVE, 
ADDR=C1, 
MAXDATA=265, 
MAXOUT=7, 
SSCPFM=USSSCS, 
MODETAB=AMODETAB, 
USSTAB=US327X 


+ + ££ ££ £€ & & 


RHKKKEKKREREKKEKKRERKEKEKEEKREEERKEEEEEREEKEKREKEERKEEEREKREKRKRERKKEKRKKKKKKKRKEKKKKKKEK 


T13008B1 
T13008B2 
T13008B3 


T13008B5 
T13008B6 
T13008B7 
T13008B8 
T13008B9 


X25. 
“LU 
X25. 
T13008B4 X25. 
X25. 
X25. 
X25. 
X25, 
X25. 


X25 


LU 


LU 
LU 
LU 
LU 
LU 
LU 
LU 


LOCADDR=34 , DLOGMOD=M2SDLCQ 
LOCADDR=38 , DLOGMOD=M2SDLCQ 
LOCADDR=42 , DLOGMOD=M2SDLCQ 
LOCADDR=46 , DLOGMOD=M2SDLCQ 
LOCADDR=50 , DLOGMOD=M2SDLCQ 
LOCADDR=54 , DLOGMOD=M2SDLCQ 
LOCADDR=58 , DLOGMOD=M2SDLCQ 
LOCADDR=62 , DLOGMOD=M2SDLCQ 
LOCADDR=66 , DLOGMOD=M2SDLCQ 


KEKKEKKKKEKEEKEKRKKKEKEKEE EERE KERR EREREEREREKREREKKKRERKEKKKKKKRKRKRKKKRKKRKKKK 


XL13008C X25.LINE LCN=3, THIRD PVC 


DSTNODE=BNN, 
LLC=LLC3, 
TYPE=P, 
VCCINDX=1 


+ +€ + 


KKEKEKEKKKEKRKKKEREKKKREREEKRREKEREREEEEKRERKREKEERKKEKREREREKRKKREEREKKKKKKRKKRKKRKKEK 


XP13008C X25.PU PUTYPE=2, 


ISTATUS=ACTIVE, 
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ADDR=C1, 
MAXDATA=265, 
MAXOUT=7, 
SSCPFM=USSSCS, 
MODETAB=AMODETAB, 
| USSTAB=US327X | 
KEKE KKEKEKEREREKERERERKEKRKKRAKRKKKERKKKKRKK RR KKK RK KKK 
T13008C1 X25.LU LOCADDR=35,DLOGMOD=M2SDLCQ 
T13008C2 X25.LU LOCADDR=39 , DLOGMOD=M2SDLCQ 
T13008C3 X25.LU LOCADDR=43,DLOGMOD=M2SDLCQ 
T13008C4 X25.LU LOCADDR=47 ,DLOGMOD=M2SDLCQ 
T13008C5 X25.LU LOCADDR=51,DLOGMOD=M2SDLCQ 
T13008C6 X25.LU LOCADDR=55,DLOGMOD=M2SDLCQ 
T13008C7 X25.LU LOCADDR=59,DLOGMOD=M2SDLCQ 
T13008C8 X25.LU LOCADDR=63,DLOGMOD=M2SDLCQ 
T13008C9 X25.LU LOCADDR=67 ,DLOGMOD=M2SDLCQ 


; a nlls ws ile che che Ay -Be te ote whe oe te . 
KKK KR KKK RRR RK RR BRR BRADNER BRR ABR AREER ESE ERE SEE See ee eee eee eee tees 


+ ££ € F F 


XL13008D X25.LINE LCN=4, FOURTH PVC 

DSTNODE=BNN, 

LLC=LLC3, 

TYPE=P, 

VCCINDX=1 
KREKKEKKKEKEEKKEKEKRKEKEKRERKEKRKKEKEKEKEKREKEKREREKRERKEREREEREKRRERERKEEKEKEEKKERKKKKKKKEKE 
XP13008D X25.PU PUTYPE=2, 

ISTATUS=ACTIVE, 

ADDR=C1, 

MAXDATA=265, 

MAXOUT=7, 

SSCPFM=USSSCS, 

MODETAB=AMODETAB, 

USS TAB=US327X 
KHER KKK EKER EERE KER EKER EE ER ER KEKE KER EKER ERE EERE RE REE EKRERERERERERKEKEKE 
T13008D1 X25.LU LOCADDR=36 ,DLOGMOD=M2SDLCQ 
T13008D2 X25.LU LOCADDR=40 ,DLOGMOD=M2SDLCQ 
T13008D3 X25.LU LOCADDR=44 , DLOGMOD=M2SDLCQ 
T13008D4 X25.LU LOCADDR=48 , DLOGMOD=M2SDLCQ 
T13008D5 X25.LU LOCADDR=52,DLOGMOD=M2SDLCQ 
T13008D6 X25.LU LOCADDR=56 ,DLOGMOD=M2SDLCQ 
T13008D7 X25.LU LOCADDR=60 , DLOGMOD=M2SDLCQ 
T13008D8 X25.LU LOCADDR=64 , DLOGMOD=M2SDLCQ 
T13008D9 X25.LU LOCADDR=68 , DLOGMOD=M2SDLCQ 


KRKEKKEKREREREREREREREKEREREREREREEEEEREEREREEKREKRARKREKEKEKREREKKEREKEKEKEKRKEKRKKEEE 


+ + € F 


+ + £€ ££ FF HF 


* 


X25. END 


* 


KRKEKEKKEKEKEREREKEEREKEKEREEERRKREREREKKEREEKREKREREEEERKRKERERKREKREKEKKKKRKRKRKRKEKE 
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This section includes sample VTAM and 
e Local token-ring gateways 
e Remote token-ring gateways 


e DSPU devices. 


G.5.1 VTAM Definitions for 3174 DSPU Attached 


G.5 Definitions for 3174 Token-Ring Network Models 


NCP definitions for: 


via NTRI 


VTAM definitions used for a switched major node for a downstream 3174-X3R 


via an NCP/NTRI gateway. 


KKK KKK KK KKK IKK KK KK IK IKK II KKK KKK IK IKK KKK RIKKI KK KK IAAI KERIKERI K 


* 


- VTAM SWITCHED MAJOR NODE FOR 


* 


NTRI WITH 3174 


* 


* 


* 


KKEKEKKEKKEKKKEEKKEKKEKEKEKRERERKEKKKRRKERREKEKEKRERERERKEERKEKEKEREREKREKRKREREKKEKRKEKREKER 


E13SW9 VBUILD MAXGRP=5, 
MAXNO=12, 
TYPE=SWNET 


** 


F13PS09 PU —- ADD R= 13, 
IDBLK=017, 
IDNUM=A0001, 
DISCNT=NO, 
MAXOUT=1, 
MODETAB=AMODETAB, 
MAXPATH=2, 
VPACING=0, 
PUTYPE=2, 
SSCPFM=USSSCS, 
DLOGMOD=M2SDLCQ, 
USSTAB=US327X 


** 


F13D0901 PATH DIALNO=0004400043301002, 
GRPNM=EG22L01, 

GID=1, 

PID=1 


kk 


E13D0902 PATH DIALNO=0004400033301004, 


GRPNM=EG22L02, 


GID=1, 
PID=2, 
USE=NO 
K* 
E13L0902 LU LOCADDR=2 
E13L0903 LU —_ LOCADDR=3 
E13L0904 LU —_ LOCADDR=4 


REQUIRED 
REQUIRED 
REQUIRED 


COULD BE ANYTHING (NOT USED) 
3274/3174 BURNED IN 
SEE CUSTOMIZATION # 215 


TO 3174 MODEL O3R 
LOGICAL GROUP OF TIC 1 


TO PC WITH 3270 EMULATION 
LOGICAL GROUP OF TIC 2 


INITIALLY INACTIVE 
FOR A DISPLAY 


FOR A DISPLAY/PRINTER 
FOR A DISPLAY /PRINTER 


>< >< 


~< P< OK OK OK OOK OOK OKO KOK o*K 


~x< &< 


~< << XX 


HK HII A KK IR RAR IR KI KIRA KKK KIRK KR IRRAKRK EIR ERERERER ERA 
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G.5.2 NCP Definitions for 3174 DSPU 


NCP definitions for a 3720 gateway to a 3174 DSPU. | 
RREEKKEKKKRERERKEKEREKERERERKREKEKEKERERERERERERERERKEEKEKKEKEKEKEKEREREKERKEKRER 


G22XLLL GROUP LNCTL=SDLC,REPLYTO=1 


KREEKEKKEKKEEKERERERERERERKEREKERKEKEEKREKEKEREEKEKEKREKKEKREREKREKREKREKRERKKKEKKKEKEEK 


L22000 LINE ADDRESS=(00,FULL), LINE ADDRESS X 
ATTACH=D1R3725, INN LINK X 
CLOCKNG=EXT, REQUIRED FOR DIRECT X 
DUPLEX=FULL, MODEM STRAPPING IS FULL X 
MONLINK=YES, MONITOR LINK FOR ACTPU X 
NRZI=YES, X 
PAUSE=0. 1, X 
SDLCST=(SDL22PRI , SDL22SEC) , X 
RETRIES=(7,3,5), X 
SERVLIM=254, X 
ISTATUS=ACTIVE INITIAL STATUS 
KEKKKKEKRERREREKKEKEEKREKEKEKEKRKEKEKEKEKEERREREKEREREREEKREEKREKREKEKREREKEKKEKRKRKKKKKKK 
* PU MACRO SPECIFICATION FOR THE ADJACENT 3720 SA12 * 
KEAKKKKEKKEKERERERKEEKREREKEREEKEKREKEKRERERERKEKEKREKEKEKKEKEEKEKEREKREKEKKKKEKRKKES 
P22000 =PU —s MAXOUT=7, MAX PIU'S SENT BEFORE RESP REQ X 
PUTYPE=4, PHYSICAL UNIT TYPE LOCAL 3720 X 
ISTATUS=ACTIVE, INITIAL STATUS | X 
TGN=8, TRANSMISSION GROUP 8 X 
ANS=CONT INUE DON'T BREAK THE X-DOMAIN SESSIONS 
KEEKKKEKRKEKREREEKEREREREKRKREKRERKERKEKREREKEKREREKRKEKEKKEKEKEKREERKEKREREREREKKEKRKRKER 
* PHYSICAL GROUP FOR TIC 1 . * 
KREKEKEKRKEKERKKEKRKEKREREREKERKRERREKREKREKEKEREREKKEREKRKEEKRKRREKEKREREREKKKKRKKEKRKK 
FG22P01 GROUP ECLTYPE=PHYSICAL, TIC DEFINITION X 
PUDR=NO, X 
STATOPT='NTRI TIC1! 
FL22017 LINE ADDRESS=(17,FULL), TIC ADDRESS X 
" PORTADD=0, FIRST TIC X 
LOCADD=400012201001, LOCAL ADMIN. ADDRESS OF TIC X 
RCVBUFC=4095, NTRI RECEIVE BUFFER X 
| MAXTSL=1168 NTRI TRANSMIT DATA CAPACITY 
EP22017 PU  — ADDR=01 
FU22017 LU —_ISTATUS=INACTIVE, X 
LOCADDR=0 
KREKEKKEKKKKEKEEKKEKKEKKEKEKKEKEKERERKEEEKREKREKREEKEREKREKEREKKEKREKRKKKKERKRKKRKRKKRKKESK 
* LOGICAL GROUP FOR TIC 1 * 
KREKKEKEKREREKEEKKEKKKKEKRERKEEREKERKEEREKKEEREKEEEKREREREEKEKKKKKEKKKKKKKRKRKEKER 
EG22L01 GROUP ECLTYPE=LOGICAL, | DEFINE TERMINALS IN THE RING X 
AUTOGEN=20, LOGICAL CONNECTIONS X 
MAXLU=20, NUMBER OF LOGICAL UNITS Xx 
PHYPORT=0, FIRST TIC X 
CALL=INOUT, DIAL IN / DIAL OUT POSSIBILITY X 
DIAL=YES, X 
LINEADD=YES, X 
LINEAUT=YES, X 
MAXPU=1, X 
PUTYPE=2 


KKEKKKKEKKEKKEKRKEKRKEEEEKREREKEEKEKEKEREREREREREREEKREEKREREREEEKRKEKKEKKKKKRKKKKKKEK 
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G.5.3.1 MVS environment 


LOCAL 
RAPP40 
RAPP41 


G.5.3  VTAM Definitions for 3174 Local Gateway and DSPUs 


3174 DEFINITIONS 
= 3174 LOCAL GATEWAY PU 
~46 = DOWNSTREAM PU 


HSNAO40 
RAPP40 


* 


RAPT 400 
RAPT401 
RAPT401 
RAPT 402 
RAPT403 
RAPT404 
RAPT405 
RAPT 406 
RAPT 407 
RAPT 408 
RAPT 409 


VBUILD 
PU 


TYPE=LOCAL 

CUADDR=E40, ISTATUS=ACTIVE, PUTYPE=2 ,MAXBFRU=10, 
MODETAB=AMODETAB , DLOGMOD=M2SDLCQ, USSTAB=US327X, 
VPAC ING=0 


LOCADDR=2 

LOCADDR=3, MODETAB=MT JS328X, DLOGMOD=SCS3262 
LOCADDR=3 , MODE TAB=MT 4224 , DLOGMOD=M4224 
LOCADDR=4 

LOCADDR=5 

LOCADDR=6 

LOCADDR=/ 

LOCADDR=8 

LOCADDR=9 

LOCADDR=10 

LOCADDR=11 


RAPP41 


* 


RAPT 410 
RAPT411 
RAPT 412 
RAPT 413 
RAPT 414 
RAPT415 
RAPT416 
RAPT417 
RAPT418 
RAPT419 


CUADDR=E41, ISTATUS=ACTIVE, PUTYPE=2 , MAXBFRU=10, 
MODETAB=AMODETAB , DLOGMOD=M2SDLCQ, USSTAB=US327X, 
VPACING=0, SECNET=YES 


LOCADDR=2 
LOCADDR=3 ,MODETAB=MTJS328X , DLOGMOD=SCS3262 
LOCADDR=4 
LOCADDR=5 
LOCADDR=6 
LOCADDR=7 
LOCADDR=8 
LOCADDR=9 
LOCADDR=10 
LOCADDR=11 


RAPQ42 


* 


RAPT 420 
-RAPT421 
RAPT 422 
RAPT 423 
RAPT 424 
RAPT 425 
RAPT 426 
RAPT 427 
RAPT 428 
RAPT 429 


CUADDR=E42, ISTATUS=ACTIVE, PUTYPE=2 ,MAXBFRU=10, 
MODETAB=AMODETAB , DLOGMOD=M2SDLCQ, USSTAB=US327X, 
VPACING=0,SECNET=YES 


LOCADDR=2 
LOCADDR=3 
LOCADDR=4 
LOCADDR=5 
LOCADDR=6 
LOCADDR=/ 
LOCADDR=8 
LOCADDR=9 
LOCADDR=10 
LOCADDR=11 


RAPP43 


CUADDR=E43, ISTATUS=ACTIVE , PUTYPE=2,,MAXBFRU=10, 
MODETAB=AMODETAB , DLOGMOD=M2SDLCQ, USSTAB=US327X, 
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* 


RAPT 430 
RAPT431 
RAPT 432 
RAPT 433 


RAPP44 


* 


RAPT 440 
RAPT441 
RAPT 442 
RAPT 443 
* 


en CR ee AD GOR TU OUD GR GU ee SEY OD GNF FD GD RA UE OOD GD ONS OU Gel CED OE CE CO GE GED Gy GOD GO TEN Gt GND RP Mm) GND GED GHD GD ce Gy GED Gils GOD Gms em me Gem ME Gee ON NS OW cl OIE RD WER UD fl uD EH GD WY Gm Ome Ey me mt 


RAPP45 


* 


RAPT 450 
RAPT 451 
RAPT 452 
RAPT 453 
* 


0d Ce em SD OD UR RY GEER ME GE ED CAD GED SD GOD GD OND GAS CO Gy GND SxS GED GD GER OR Cue GND can GEE A GD YEE oD GED Cem NP GER mS OAR GHD GD GR! WD GE GU GEE Gm GD GR GD GE GHP GHP Gap GH AP GW sR GUN CE Ge GED amy Ome any Gee me 


RAPP46 


* 


RAPT 460 
RAPT461 
RAPT 462 
RAPT 463 


mn ot a A SP GP a Om a OD ee em ae Ge ee GE G8) mS SER Gms ae ae SUR Gep GD AD GED Gt GD GRD GRD ate Ge eee ND SED GER GED Rep Gee GD TED SE GRD Gm GER ANG GNF ED ER GL) Gh Gn GE GER OED OND SED OR eg OE FP GE A) et eee ee 
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VPACING=0, SECNET=YES 


LOCADDR=2 
LOCADDR=3 
LOCADDR=4 
LOCADDR=5 


CUADDR=E44, ISTATUS=ACTIVE, PUTYPE=2 ,MAXBFRU=10, 
MODETAB=AMODETAB , DLOGMOD=M2SDLCQ, USSTAB=US327X, 
VPACING=0,SECNET=YES 


LOCADDR=2 
LOCADDR=3 
LOCADDR=4 
LOCADDR=5 


CUADDR=E45, ISTATUS=ACTIVE, PUTYPE=2 ,MAXBFRU=10, 
MODETAB=AMODETAB , DLOGMOD=M2SDLCQ, USSTAB=US327X, 
VPACING=0, SECNET=YES 


LOCADDR=2 
LOCADDR=3 
LOCADDR=4 
LOCADDR=5 


CUADDR=E46, ISTATUS=ACTIVE, PUTYPE=2 ,MAXBFRU=10, 
MODETAB=AMODETAB , DLOGMOD=M2SDLCQ , USSTAB=US327X, 
VPACING=0, SECNET=YES 


LOCADDR=2 
LOCADDR=3 
LOCADDR=4 
LOCADDR=5 


G.5.3.2 VSE Environment 
The following is an example of a typical VSE/VTAM B-book for a local SNA 
Major Node containing a Gateway and two DSPUs. 


CATALOG SNA3174.B 
SNA3174 VBUILD TYPE=LOCAL 


SNAE40 = PU CUADDR=E40 ,MODETAB=MODE.3290, GATEWAY X 
PUTYPE=2, ISTATUS=ACTIVE,MAXBFRU=1 
VSE3L000 LU LOCADDR=2, X 
SSCPFM=USSSCS , USSTAB=USSTAB , PACING=1, VPACING=2, X 
ISTATUS=ACTIVE, LOGAPPL=MWTC , DLOGMOD=GMOD3E 
VSE3L001 LU LOCADDR=3, X 
SSCPFM=USSSCS , USSTAB=USSTAB , PACING=1, VPACING=2, X 
ISTATUS=ACTIVE, LOGAPPL=MWTC ,DLOGMOD=GMO0D3E 
LU 
SNAE41 = PU CUADDR=E41,MODETAB=MODE3290, DSPU 1 X 
PUTYPE=2, ISTATUS=ACTIVE ,MAXBFRU=1 
VSE3L100 LU LOCADDR=2, X 
SSCPFM=USSSCS , USSTAB=USSTAB , PACING=1, VPACING=2, X 
ISTATUS=ACTIVE, LOGAPPL=MWTC , DLOGMOD=GMOD3E 
VSE3L101 LU LOCADDR=3, X 
SSCPFM=USSSCS , USSTAB=USSTAB , PACING=1, VPACING=2, X 
ISTATUS=ACTIVE, LOGAPPL=MWTC , DLOGMOD=GM0D3E 
LU sid 
SNAE42 ~~ PU CUADDR=E42 ,MODETAB=MODE3290, DSPU 2 X 
PUTYPE=2, ISTATUS=ACTIVE,MAXBFRU=1 
VSE3L200 LU LOCADDR=2, X 
SSCPFM=USSSCS , USSTAB=USSTAB , PACING=1, VPACING=2, X 
ISTATUS=ACTIVE, LOGAPPL=MWTC , DLOGMOD=GMOD3E 
VSE3L201 LU LOCADDR=3, X 
SSCPFM=USSSCS , USSTAB=USSTAB, PACING=1, VPACING=2, X 
ISTATUS=ACTIVE, LOGAPPL=MWTC , DLOGMOD=GMOD3E 
LU pace 
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G.6 AS/400 


G.6.1 AS/400 Definitions for 3174-X3R DSPU 


CRILINTRN LIND(TRNLINE) RSRCNAME(LINO41) ONLINE(*NO) + 


ADAPTADR (400010020001) EXCHID(05615078) + 
TEXT(‘TRN-Line AS/400 B50 ‘ITSC') 


G.6.2 AS/400 Controller and Device Descriptions 
The next CL commands will create the AS/400 objects for the line, the remote 
IBM 3174 controller, and connected devices. 


CRTICTLRWS 


CRIDEVDSP 


CRTIDEVDSP 


CRIDEVDSP 


CRIDEVDSP 


CRTIDEVDSP 
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CTLD(TRN3174) TYPE(3174) MODEL(0) + 
LINKTYPE(*TRLAN) SWLINLST(TRNLINE) + 
EXCHID(O17FFFFF) ADPTADR(400000003174) + 
TEXT ('3174-13R on Token Ring) | 


DEVD(TRN3179A) DEVCLS(*RMT) TYPE(3278) + 
MODEL(@) LOCADR(02) CTL(TRN3174) + 
TEXT('S1 of IBM 3179 at 3174-13R') 


DEVD(TRN3179B) DEVCLS(*RMT) TYPE(3278) + 
MODEL(®) LOCADR(03) CTL(TRN3174) + 
TEXT('S2 of IBM 3179 at 3174-13R') 


DEVD(TRN3191A) DEVCLS(*RMT) TYPE(3278) + 
MODEL(0) LOCADR(04) CTL(TRN3174) + 
TEXT('S1 of IBM 3191 at 3174-13R') 


DEVD(TRN3191B) DEVCLS(*RMT) TYPE(3278) + 
MODEL(@) LOCADR(85) CTL(TRN3174) + 
TEXT('S2 of IBM 3191 at 3174-13R') 


DEVD(TRN4224) DEVCLS(*RMT) TYPE(3287) + 
MODEL(®) LOCADR(@A) CTL(TRN3174) + 
TEXT(' IBM 4224 at 3174 on TRLAN') 





Abbreviations 


Abbreviation 


A 


ACFIVTAM 


AEA 
ASCII 


CCA 


CECP 
cics 


CID 
CMEP 
CMFP 
COPT 
CSCF 
CSCM 
CSCU 
CSU 
CUG 
CUT 


DFT 
DPC 
DRD 
DSL 


F 
FTA 


FTTERM 


GIX 


HNAD 


IML 
IOF 
1OPT 


Meaning 


Advanced Communications 
Function / Virtual 
Telecommunications Access 
Method 

Asynchronous Emulation Adapter 
American National Standard Code 
for Information Interchange 


Concurrent Communication 
Adapter 

Country Extended Code Page 
Customer Information Control 
System 

Communication Identifier 
Change Management Entry Point 
Change Management Focal Point 
Connection Options , 
Central Site Control Facility 
Central Site Change Management 
Central Site Control Unit 
Customer Setup 

Closed User Group 

Control Unit Terminal 


Distributed Function Terminal 
Dual Purpose Connectors 
Distributed Resource Directory 
Downstream load - 


Fiber Optic Terminal Adapter 
File Transfer and Terminal 
Emulation program 


Generalized Interactive Executive 


Host Network (DTE) Address 


Initial Microprogram Load 
Interactive Operator Facility 
Incoming Call Option 


© Copyright IBM Corp. 1986, 1991 


IPDS 


JCL 


KDU 


LFS 
LFU 
LIC 


M 

MLT 
MVS 
MVSIESA 


MVSIXA 


NAM 
NCP 
NIA 
NMVT 


NPKT 
NPS! 
NSCU 
NVDM 


OEM 
OOPT 


PAM 
PIM 
PSDN 
PSH 
PVC 


QLLC 


RPOA 


Intelligent Printer Data Stream 


Job Control Language 


Keyboard Definition Utility 


Local Format Storage 
Limited Function Utility 
Licensed Internal Code 


Multiple Logical Terminals 
Multiple Virtual Storage 

Multiple Virtual Storage/Enterprise 
System Architecture 

Multiple Virtual Storage/Extended 
Architecture 


Network Asset Management 
Network Control Program 
Network Interface Adapter 
Network Management Vector 
Transport 

Negotiated Packet Size 

NCP Packet Switching Interface 
Network Site Control Unit 
NetView Distribution Manager 


Other Equipment Manufacturer 
Outgoing Call Option 


Printer Authorization Matrix 
Plug In Module 

Packet Switched Data Network 
Physical Services Header 
Permanent Virtual Circuit 


Qualified Logical Link Control 


Recognized Private Operating 
Authority 
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RPQ 
RR 
RTM 


S 

SHM 
SLMH 
SNA 
SNAIDS 
SNAIFS 
SNA/IMS 
SOEMI 


SVC 


Request for Price Quotation 
Resource Repository 
Response Time Monitor 


Short Hold Mode 

Single Link Multi-Host 

Systems Network Architecture 
Systems Network Architecture / 
Distribution Services 

Systems Network Architecture / 
File Services 

Systems Network Architecture / 
Management Services 

Serial Original Equipment 
Manufacturer Interface 
Switched Virtual Circuit 
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TCF 
TCLS 
TCP 
TMA 


UDT 
UDX 


VPD 
VTAM 


wcc 


Transmission Control File 
Throughput Class Negotiation 
Transmission Control Program 
Terminal Multiplexer Adapter 


User Defined Terminal Table 
User Defined Translate Table 


Vital Product Data 
Virtual Telecommunications Access 
Method 


Write Control Character 





Glossary 


This glossary includes terms and definitions from the 
IBM Dictionary of Computing: Information Processing, 
Personal Computing, Telecommunications, Office 
Systems, IBM-specific Terms, SC20-1699. 


The terms in this glossary are defined here as they 
apply to the 3270 Information Display System. 


A 


address. (1) A value that identifies a register, a 
particular part of storage, a data source, or a data 
sink. The value is represented by one or more 
characters. (2) To refer to a device or an item of 
data by its address. (3) In word processing, the 
location, identified by an address code, of a specific 
section of the recording medium or storage. (4) The 
location in the storage of a computer where data is 
stored. (5) In data communication, the unique code 
assigned to each device or work station connected to 
a network. 


alternate 1 initial microcode load (Alt 1 IML). The 
action of loading the Utility microcode. 


application. The use to which an_ information 
processing system is put, for example, a payroll 
application, an airline reservation application, or a 
network application. 


application program. (1) A program written for or by 
a user that applies to the user’s work, such as a 
program that does inventory control or payroll. (2) A 
program used to connect and communicate with 
stations in a network, enabling users’ to perform 
application-oriented activities. 


asynchronous. (1) Without regular time relationship; 
unexpected or unpredictable with respect to the 
execution of program _ instructions. (2) In 
asynchronous data transmissions, data characters 
may be sent or received at any time; no modem 
clocking is used to establish bit timing. 


Asynchronous Emulation Adapter (AEA). In the 3174 
Establishment Controller, an adapter that enables an 
ASCII terminal to communicate with a 3270 host using 
the 3270 data stream, an ASCII terminal to 
communicate with an ASCII host through the 3174, 
and a 3270 terminal to communicate with an ASCII 
host using the DEC VT100 data stream or the IBM 
3101 data stream. 


attach. To connect a device logically to a 3174 
adapter, so that it can communicate over the network. 


© Copyright IBM Corp. 1986, 1991 


attachment feature. The circuitry by which a cable 
from a local terminal or a modem for a remote 
terminal is attached to a 3792 Auxiliary Control Unit 
or a 3791 Controller. 


attention identifier (AID). (1) A code in the inbound 
3270 data stream that identifies the source or type of 
data that follows. (2) A character in a data stream 
indicating that the user has pressed a key, such as 
Enter, that requests an action by the system. 


binary synchronous communications (BSC). Data 
transmission in which character synchronism is 
controlled by timing signals generated at the sending 
and receiving stations. 


Cc 


card. In the 3174 Establishment Controller, a unit of 
electronic circuitry contained in a plastic casing (or 
cassette) and providing the controller with a 
specialized function, for example, a Terminal Adapter 
or an Encrypt/Decrypt Adapter. 


Central site change management (CSCM). A function 
of the 3174 microcode that tracks the microcode for 
each controller in a network and, in conjunction with 
NetView DM, electronically distributes and retrieves 
microcode changes for each controller. 


central site customizing. The process of tailoring 
control unit microcode for each controller in a 
network, at the central site. 


central site library. One or more Library disks that 
contain customizing data and label information for the 
controllers in a network. 


channel-attached. Pertaining to attachment of 
devices directly by data channels (I/O channels) to a 
computer. Synonym for /ocai. Contrast with 
telecommunication-attached. 


channel-to-channel adapter. A hardware device that 
can be used to connect two channels on the same 
computing system or on different systems. 


character set. (1) A defined collection of characters. 
(2) A group of characters used for a specific reason, 
for example, the set of characters a printer can print. 
(3) The collection of graphic characters required t 
support a specific language. : 
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command. An instruction that directs a control unit 
or device to perform an operation or a set of 
operations. 


communication adapter. (1) A circuit card with 
associated software that enables a_ processor, 
controller, or other device to be connected to a 
network. (2) See EIA communication adapter, V.35 
communication adapter, and X.21 communication 
adapter. 


Concurrent Communication Adapter (CCA). In the 
3174 Establishment Controller, a communication 
adapter that, along with the necessary microcode, 
provides terminals attached to the 3174 the ability to 
concurrently access an additional 3270 host. 
configuration. The arrangement of a compuier 
system or network as defined by the nature, number, 
and chief characteristics of its functional units. More 
specifically, the term configuration may refer to a 
hardware configuration or a software configuration. 
see also system configuration. 


Control (CTL) disk. A customized diskette or fixed 
disk containing the microcode that describes a 
particular controller's attached terminals, and its 
method of attachment to the host. 


Control (CTL) diskette. A customized diskette 
containing the microcode that describes a particular 
controller's attached terminals, and its method of 
attachment to the host. 


controller. A unit that controls 
operations for one or more devices. 


input/output 


conversion. (1) In programming languages, the 
transformation between values that represent the 
same data item but belong to different data types. 
Information may be lost as a result of conversion 
because accuracy of data representation varies 
among different data types. (2) The process of 
changing from one method of data processing to 
another or from one data processing system to 
another. (3) The process of changing from one form 
of representation to another, for example, to change 
from decimal representation to binary representation. 


create. In 3174 central site customizing, to create a 
library member for a network controller, and store the 
customizing data for that library member on a Library 
diskette. 


customization. Procedures that tailor the control unit 
microcode to fit the various types of display stations 
and printers and the method of host attachment that a 
particular control unit will handle. 


customizing display station. A display station used to 
perform the customizing procedures; this display 
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Station must be attached to port 26-00 of the 
controller. Only these display stations can be used 
for customizing: a 3178, a 3179 Model 1 operating in 
native or 3279-emulation mode, a 3180 operating in 
native or 3278-emulation mode, a 3191, a 3192, a 3194 
operating in control unit terminal (CUT) mode, a 3270 
Personal Computer with 3278/3279 emulation, 
operating in CUT mode, a 3278 (except Model 1), a 
3279, a 5550 family operating in CUT mode, a 6150 RT 
Personal Computer, and a 6151 RT Personal 
Computer. | | 


customizing keyboard. A keyboard used to type in 
the customizing responses; this keyboard must be a 
Typewriter, Data Entry, APL (with APL off), or Text 
(with Text off) keyboard with a QWERTY layout. (On 
a QWERTY layout, the first six characters on the left 
side of the top row of alphabetic characters are Q, W, 
ER. Ti) 


D 


data processing (DP). The systematic performance of 
operations upon data; for example, handling, merging, 
sorting, computing. 


data stream. (1) All data transmitted through a data 
channel in a single read or write operation. (2) A 
continuous stream of data elements being 
transmitted, or intended for transmission, in character 
or binary-digit form, using a defined format. See also 
data stream format. 


data stream format. In SNA, the format of the data 
elements (end-user data) in the request unit (RU). 
See also 32/70 data stream and SNA character string 
(SCS). | 


data transfer. The movement, or copying, of data 
from one location and the storage of the data at 
another location. 


destination. Any point or location, such as a node, 
station, or a particular terminal, to which information 
is to be sent. 


device. A mechanical, electrical, or electronic 
contrivance with a specific purpose. 


disk. A direct-access data storage medium, which 
may be either flexible (diskette) or hard (fixed disk). 


diskette. A flexible magnetic disk enclosed in a 
protective container. 


diskette drive. The mechanism used to seek, read, 
and write data on diskettes. : 


disk image. Stored data originally held on a diskette | 
but which may be copied onto a fixed disk. 





display field. (1) An area in the display buffer that 
contains a set of characters that can be manipulated 
or operated upon as a unit. (2) A group of 
consecutive characters (in the buffer) that starts with 
an attribute character (defining the characteristics of 
the field) and contains one or more alphanumeric 
characters. The field continues to, but does not 
include, the next attribute character. 


display frame. (1) In computer graphics, an area in 
storage in which a display image can be recorded. 
(2) In computer micrographics, an area on a 
microform in which a display image can be recorded. | 


display station. An input/output device containing a 
display screen and an attached keyboard that allows 
a user to send information to or receive information 
from the system. 


distributed function terminal (DFT). A programmable 
terminal that can perform operations previously 
performed by the control unit. These terminals can 
interpret the 3270 data stream themselves. Examples 
are the IBM 3270 Personal Computer and the 3290 
Information Panel. 


distributed function terminal (DFT) mode. A 
host-interactive mode that enables an IBM 3270 
Information Display System customized in this mode 
to run as many as four host sessions. The sessions 
can emulate a 3178, 3179, 3278 Model 2, or 3279 
Model S2A. 


dot. One point in a printer or display block matrix. 


downstream. (1) In the direction of data flow or 
toward the destination of transmission. (2) From the 
processor toward an attached unit or end user. 
(3) Contrast with upstream. 


downstream load (DSL). The capability of a 
distributed function terminal to receive its control 
program from the control unit to which it is attached. 
A diskette containing the terminal’s control program 
is loaded into the control unit. 


E 


EIA communication adapter. A communication 
adapter conforming to EIA standards that can 
combine and send information on two lines at speeds 
up to 19.2 kbps. 


emulation. (1) The imitation of all or part of one 
system by another, primarily by hardware, so that the 
imitating system accepts the same data, executes the 
Same programs, and achieves the same results as the 
imitated computer system. (2) The use of 
programming techniques and_ special machine 
features to permit a computing system to execute 
programs written for another system. (3) Imitation; 


for example, imitation of a computer or device. . 


(4) See terminal emulation. 
simulation. 


(5) Contrast with 


event. (1) An occurrence or happening. (2) An. 
occurrence of significance to a task; for example the 
completion of an asynchronous operation, such as an 
input/output operation. 


F 


field. See display field. 


file. A named set of records stored or processed as 
a unit. 


fixed disk. A rigid magnetic disk used in a fixed disk 
drive. 


fixed disk drive. A disk storage device that reads 
and writes on rigid magnetic disks. 


frame. (1) The portion of a tape, on a line 
perpendicular to the reference edge, on which binary 
characters can be written or read simultaneously. 
(2) A housing for machine’ elements. (3) The 
hardware support structure, covers, and all electrical 
parts mounted therein that are packaged as one 
entity for shipping. (4) A formatted display. See 
display frame. 


G 


gateway. (1) A functional unit that connects two 
computer networks of different network architectures. 


Note: A gateway connects networks or systems of 
different architectures. A bridge interconnects 
networks or systems with the same or similar 
architectures. 


generate. In 3174 central site customizing, to write a 
Control diskette containing the customizing data for a 
particular controller. Also, to print a mailing address 
label and a diskette label for a particular control unit. 


get. In 3174 central site customizing, to select the 
type of data you want and store it in working Copy. 


H 


host attachment. A mode of SNA communication in 
which the processor acts as a secondary SNA device. 


host logical unit (LU). An SNA logical unit (LU) 
located in a host processor, for example, an 
ACF/VTAM application program. 


host system. (1) A data processing system used to 


prepare programs and operating environments. for 
use on another computer or controller. (2) The data 
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processing system to which a network is connected 
and with which the system can communicate. (3) The 
controlling or highest-level system in a_ data 
communication configuration; for example, a 
System/38 is the host system for the work stations 
connected to it. 


initial microcode load (IML). The action of loading the 
operational microcode. 


input/output (I/O). (1) Pertaining to a device whose 
parts can perform an input process and an output 
process at the same time. (2) Pertaining to a 
functional unit or channel involved in an_ input 
nrocess, outnut process, or hoth, concurrently or not, 


eee le ew 


and to the data involved in such a_ process. 
(3) Pertaining to input, output, or both. 


interface. (1) A shared boundary between’ two 
functional units, defined by functional characteristics, 
common. physical interconnection characteristics, 
signal characteristics, and other characteristics as 
appropriate. (2) A shared boundary. An interface 
may be a hardware component to link two devices or 
a portion of storage or registers accessed by two or 
more computer programs. (3) Hardware, software, or 
both, that links systems, programs, or devices. 


K 


keyboard definition. A customizing procedure for 
defining a maximum of four modified keyboard layouts 
for modifiable keyboards only. Most characters, 
symbols, and functions can be relocated, duplicated, 
or deleted from almost any keyboard position. 


L 


Library disk. A diskette or fixed disk that contains 
customizing data for some or all of the controllers in 
a network. 


Library (CSL) diskette. A diskette that contains 
customizing data for some or all of the controllers in 
a network. 


e « ° £ . 
pe ed _ ame om Ae 


rmation 


library member. A file located on a Library disk that 
n for a controiier in a 


contains Customizing in 
network. 


Limited Function Utility (LFU) diskette. A diskette 
that contains the microcode to run only a limited 
number of utilities. These are: Diagnostics, Copy 
Files, Encrypt/Decrypt Master Key, and_ Identify 
Customizing Keyboard. The Limited Function Utility 
diskette is used mainly in networks that are under 
central site control. 
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link. The logical connection between nodes including 
the end-to-end link control procedures. 


local. Pertaining to a device accessed directly 
without use of a telecommunication line. Synonym for 


_ channel-attached. Contrast with remote. 


location. With reference to a 3174, a place within the 
3174 chassis where a particular card or adapter is 
inserted. 


logical terminal (LT). In MLT, one of five sessions 
available to share one display station. 


logical unit (LU). In SNA, a port through -which an 
end user accesses the SNA network in order to 
communicate with another end user and through 
which the end user accesses the functions provided 
by system services control points (SSCPs). An LU 
Can support at least two sessions, one with an SSCP 


and one with another LU, and may be capable of 


-supporting many sessions with other logical units. 


main storage. Program-addressable storage from 
which instructions and other data can be loaded 
directly into registers for subsequent processing. 


mark. A symbol or symbols that indicate the 
beginning or the end of a field, a word, an item of 
data or a set of data such as a file, record, or block. 


Master Control diskette. A diskette that contains the 
base microcode, any necessary patches, RPQs, and 
modified keyboard tables. . 


memory. Program-addressable storage from which 
instructions and other data can be loaded directly into 
registers for subsequent execution or processing. 
Synonymous with main storage. 


microcode. (1) One or more. microinstructions. (2) A 
code, representing the instructions of an instruction 
set, that is implemented in a part of storage that is 
not program-addressable. (3) To design, write, and 
also to test one or more microinstructions. 


multidrop (network). A network configuration in 
which there are one or more intermediate nodes on 
the path between a central node and an endpoint 
node. 


NetView. A comprehensive network management 
product that is the basis for central control of both 
systems for network operations. It supersedes NCCF, 
NPDA, NLDM, and NPM. 
network. 


(1) An arrangement of nodes and 


connecting branches. Connections are made between 
data stations. (2) A configuration of data processing 
devices and software connected for information 
interchange. 


Network Control Program (NCP) node. In SNA 
products, a subarea node that contains an ACF/NCP 
program but not a system services contro! point 
(SSCP). 


node. An end point of a link or a junction common to 
two or more links in a network. 


p 


pacing. (1) A technique by which a receiving station 
controls the rate of transmission of a sending station 
to prevent overrun. (2) In SNA, a technique by which 
a receiving component controls the rate’ of 
transmission of a sending component to prevent 
overrun or congestion. 


parallel. (1) Pertaining to a process in which all 
events occur within the same interval of time, each 
handled by a separate but similar functional unit; for 
example, the parallel transmission of the bits of a 
computer word along the lines of an internal bus. 
(2) Pertaining to concurrent or — simultaneous 
operation of two or more devices or to concurrent 
performance of two or more activities in a single 
device. (3) Pertaining to concurrent or simultaneous 
occurrence of two or more related activities in 
multiple devices or channels. (4) Pertaining to the 
simultaneity of two or more processes. (5) Pertaining 
to the simultaneous processing of the individual parts 
of a whole, such as the bits of a character and the 
characters of a word, using separate facilities for the 
various parts. (6) Contrast with seria/. 


parameter. (1) A variable that is given a constant 
value for a specified application and that may denote 
the application. (2) An item in a menu for which the 
user specifies a value or for which the system 
provides a value when the menu is_ interpreted. 
(3) Data passed between programs or procedures. 


physical unit (PU). In SNA, the component that 
manages and monitors the resources (such as 


attached links and adjacent link stations) of a node, as 


requested by an SSCP through an SSCP-SSCP 
session. 


port. (1) An access point for data entry or exit. 
(2) A connector on a device to which cables for other 
devices such as display stations and printers are 
attached. 


printer authorization matrix (PAM). A matrix stored 
in the controller that establishes printer assignment 
and classification. | 


program access (PA) key. On a display device 
keyboard, a key that produces a call to a program 
that performs display operations. See also program 
function (PF) key. 


program function (PF) key. On a display device 
keyboard, a key that passes a signal to a program to 
call for a particular display operation. See also 
program access (PA) key. : 


protocol. (1) A set of semantic and syntactic rules 
that determine the behavior of functional units in 
achieving communication. (2) In SNA, the meanings 
of and the sequencing rules for requests and 
responses used for managing the network, 
transferring data, and synchronizing the states of 
network components. 


put. In 3174 central site customizing, to store data 
from the working copy into a library member. 


R 


register. A storage device having a specified storage 
Capacity such as a bit, byte, or computer word, and 
usually intended for a special purpose. 


remote. Pertaining to a system, program, or device 
that is accessed through a telecommunication line. | 


request for price quotation (RPQ). An alteration or 


addition to the functional capabilities that the 


controller provides. 


ring interface adapter. A device that assumes the 
basic data transmission functions of node, such as 
frame recognition, address decoding, error checking, 
buffering of frames, fault detection, and, in Token-Ring 
Networks, token generation. 


ring network. A network configuration where a series 
of attaching devices are connected by unidirectional 
transmission links to form a closed path. 


routing. (1) The assignment of the path by which a 
message will reach its destination. (2) In SNA, the 
forwarding of a message unit along a particular path 
through a network, as determined by parameters 
carried in the message unit, such as the destination 
network address in a transmission header. 


S 


segment. A section of cable between components or 
devices on the network. A segment may consist of a 
single patch cable, multiple patch cables connected, 
or a combination of building cable and patch cables 
connected. / 2 


serial. (1) Pertaining to a process in which all events 
occur one after the other; for example, serial 
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transmission of the bits of a character according to 
V24 CCITT protocol. (2) Pertaining to the sequential 
or consecutive occurrence of two or more related 


activities in a single device or channel. (3) Pertaining. 


to the sequential processing of the individual parts of 
a whole, such as the bits of a character or the 
characters of a word, using the same facilities for 
successive parts. (4) Contrast with parallel. 


server. On a local area network, a data station that 
provides facilities to other data stations, for example, 
a file server, a print server, or a mail server. 


session. (1) In network architecture, an association 
of facilities. necessary for establishing, maintaining, 
and releasing connections for communication between 
stations. (2) In MLT, synonymous with logical 
terminai (LT). (3) in SNA, a togicai connection 
between two network addressable. units that can be 
activated, tailored to provide various protocols, and 
deactivated as requested. 


simulation. (1) The representation of selected 
characteristics of the behavior of one physical or 
abstract system by another system. In a digital 
computer system, simulation is done by software; for 
example, (a) the representation of physical 
phenomena by means of operations performed by a 
computer system, and (b) the representation of 
operations of a computer system by those of another 
computer system. (2) Contrast with emulation. 


SNA character string (SCS). A character string 
composed of EBCDIC controls, optionally intermixed 
with end-user data, that is carried within a 
_ request/response unit. 


sort. In 3174 central site customizing, to arrange a 
list of library members according to date, name, or 
microcode level. 


staging adapter. (1) An addition to a System/370 
Model 158 or 168 Integrated Storage Control (ISC) 
feature that enables the integrated storage control to 
operate in a 3850 Mass Storage System. (2) An IBM 
3850 Model 3 Storage Control, which is a 3830 Model 
2 Storage Control that has been modified to operate 
in a 3850 Mass Storage System. 


station. (1) An input or output point of a system that 
uses telecommunication facilities; for example, one or 
more systems, computers, terminals, devices, and 
associated programs at a particular location that can 
send or receive data over a telecommunication line. 
(2) A location in a device at which an operation is 
performed, for example, a read station. (3) In SNA, a 
link station. 


storage. A unit into which recorded text can be 
entered, in which it can be retained and processed, 
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and from which it can be retrieved. See also 


memory. 


subsystem. A secondary or subordinate system, or 
programming support, usually capable of operating 
independently of or asynchronously with a controlling 
system. The 3174 and its attached terminals are an 
example of a subsystem. 


system configuration. A process that specifies the 
devices and programs that form a particular data 
processing system. 


system services control point (SSCP). In SNA, the 
focal point within an SNA network for managing the 
configuration, coordinating network operator and 
problem determination requests, and providing 
directory support and other session services for end 
users of the network. Multiple SSCPs, cooperating as 
peers, can divide the network into domains of control, 
with each SSCP having a_ hierarchical control 
relationship to the physical units and logical units 
within its domain. 


Systems Network Architecture (SNA). The 
description of the logical structure, formats, protocols, 
and operational sequences for transmitting 
information units through, and_ controlling the 
configuration and operation of, networks. 


T 


telecommunication-attached. Pertaining to the 
attachment of devices by teleprocessing lines to a 
host processor. Synonym for remote. Contrast with 
channel-attached. 


terminal. In data communication, a display station or 
printer capable of sending or receiving information. 


terminal emulation. The . capability of a 
microcomputer, personal computer, 3270 CUT mode 
display station, 3270 printer, ASCII display station, or 
ASCII printer to operate as if it were a particular type 
of terminal linked to a processing unit and to access 
data. 


terminal multiplexer. A device, such as the 3299 
Terminal Multiplexer, for interleaving the signals for 
many devices onto a single coaxial cable. 


terminal multiplexer adapter (TMA). This adapter is. 
connected to the terminal adapter in the 3174 and 
provides control for a maximum of eight terminals. 


token. In a local area network, the symbol of 
authority passed among data stations to indicate the 
station temporarily in control of the transmission 
medium. 


Note: A token is a particular message or bit pattern 
that signifies permission to transmit. 


Token-Ring Network. (1) A ring network that allows 
unidirectional data transmission between’ data 
stations by a token-passing procedure over one 
transmission medium so that the transmitted data 
returns to the transmitting station. (2) A network that 
uses a ring topology, in which tokens are passed in a 
circuit from node to node. A node that is ready to 
send can capture the token and insert data for 
transmission. 


type. In the 3174 Establishment Controller, the 
identifying number of a card. For example, 9150 is 
the type number of the terminal adapter in the 3174. 


U 


update. In 3174 central site customizing, to tailor a 
library member’s customizing data, in working copy, 
and put it back to the library diskette. 


upgrade. In 3174 central site customizing, to select a 
library member and upgrade its data to the microcode 
level of the Central Site Customizing Procedure 
diskette. | 


upstream. (1) In the direction opposite to data flow 
or toward the source of transmission. (2) Toward the 
processor from an attached unit or end_ user. 
(3) Contrast with downstream. 


Utility disk. A diskette or fixed disk that contains the 
microcode necessary to run various utilities, for 
example, to copy portions of a diskette for a backup 
diskette. 


Utility (UTL) diskette. A diskette that contains the 
microcode necessary to run various utilities, for 
example, to copy portions of a diskette for a backup 
diskette. 


V 


V.35 communication adapter. A communication 
adapter that can combine and send information on 
one line at speeds up to 64 kbps, and conforms to the 
CCITT V.35 standard. 


W 


working copy (WC). In 3174 central site customizing, 
a set of customizing data and label data held in main 
storage, which is tailored to reflect a network 
controller’s attached terminals, its method of host 
attachment, and other pertinent information. 


write. To make a permanent or transient recording of 
data in a storage device or on a data medium. 


X 


X.21. communication adapter. A communication 
adapter that can combine and send information on 
one line at speeds up to 64 kbps, and that conforms 
to CCITT X.21 standards. 


X.25. In data communication, a recommendation of 
the CCITT that defines the interface between data 
terminal equipment and packet switching networks. 


3 


3270 data stream. (1) The commands, control codes, 
orders, attributes, and data or structured fields for 
3270 devices, that are transmitted inbound to an 
application program or outbound to a_ terminal. 
(2) Data being transferred from or to an allocated 
primary or tertiary device, or to the host system, as a 
continuous stream of data and 3270 Information 
Display System control elements in character form. 
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